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Years 


oo ENGINEERING skill and ex- 
perience really paid off on this exciter 
drive. Installed in 1929, not one cent was 
spent on maintenance for over 17 years. 

You can’ lower drive costs by putting 
a Texrope engineer to work on your drive 
problems. More Texrope V-belt drives 
have been installed in industry than any 
other kind, so Texrope engineers have 
solved problems like yours many times. 
Proof of their skill is in performance 
records like this. 


Widest Range of Products — Only 
Texrope drives give you everything you 
need in V-belt drive equipment . . . belts 


..- fixed and variable pitch sheaves... and 
speed changers. In every group the Tex- 
rope line offers the widest range of sizes 
and models. 

Send for Pre-engineered Drive Manual 
— Vast Texrope experience has been con- 
densed into 144 page book that covers 
90% of all V-belt drives, See your Allis- 
Chalmers Authorized Dealer or District 
Office or write today. Ask for Bulletin 
20B6956. Also listed in Sweet's. 

Texrope Super-7 V-belts result from the ccop- 
€ e research of Allis-Chalmers and B. F 
Goodrich d are sold only by A-C dealers and 
offices. Texrope and Vari-Pitch are Allis- 
Chalmers trademarks A 2593 


ALLIS-CHALMERS, 1018A SO. 70 ST. 
MILWAUKEE, WIS. 


ALLIS-CHALMER 
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..ONE SE 
OF BELTS! 


Sold... 
Applied... 
Serviced... 


by Allis-Chalmers Authorized Dealers, 
Certified Service Shops and District 
Offices throughout the country. 


MOTORS — 1/2 to 
25,000 HP ond up. 
Matching Allis-Chol- 
mers Control. 


TEXROPE — Belts in 

oll sizes and sections, @T- 
stondard ond Vari- /{ g% 
Pitch sheoves, speed 4 
changers. 


PUMPS — Integrol 
motor ond coupled 
types. Sizes and rat- 
ings to 2500 GPM, 
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LT BL OLE 
ON HIGHWAY WIDENING! 









oe and excavating along the shoulder 
for highway widening no longer needs to be the 
biggest cost on such jobs. Buckeye Model 616 Hi-Way 
Widener digs up to A MILE A DAY of clean, flat 
bottom ditch, to exact grade. 
The Buckeye Hi-Way Widener is a complete, compact, 
self-powered unit. Travels from job to job at 20 m.p.h. 
(16 m.p.h. in reverse). Digging wheel swings back out 
of way for travel, Digs to 18’ deep. Two standard 
wheel sizes: 24” to 30” and 42” to 48” wide. Dig- 
ging speeds range from 2.7 to 29.1 f.p.m.; rooter point 
or scarifier teeth speeds from 159 to 435 f.p.m. All 
controls within easy reach of operator’s swivel seat. 
| Overall weight meets all highway load requirements. 
4 Construction company working near Ames, Iowa, | Get the complete facts and you will save money on 


states: s present and future highway widening jobs. 


"te 





Other Products: Dozers. Scrapers. Hoists. 


Buckeye Hi-Way Wideners cut up to a 
mile a day of good side ditch line 
with an accurate bottom grade line. 


Bodies. Load-Packers and Winches 





Pessesoosqsesssnasesssossrssasseee=e 


GAR WOOD INDUSTRIES, INC. 
Findlay Division, Findlay, Ohio 


Please send me new Bulletin No. 616 on the 
Buckeye 616 Hi-Way Widener. 


OI crc tenrcatsiesnsnnineenineictetmeenti 


os 


(Name on request) 


GAR WOOD 
FINDLAY DIVISION, FINDLAY, OHIO 


INDUSTRIES Buckeye A 





Company or Highway Dept.__ 


Ditchers - Shovels - Spreaders - Finegraders 


Address_ 


Pescseeesooeeree== 
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RUD-O-MATIC 


TAGLINE 


Provides positive, steady 
tension — holds buckets 
steady under all 
working conditions. 














Spring tension holds buckets 
steady. No weights, pins, tracks, 
or carriages. Cable saving more 
than pays for RUD-o-MATIC. Com- 
pact—easily installed. Eight models 
to fit all bucket sizes. 





























RUD-o-MATIC Taglines are used 
as standard equipment by most 
crane manufacturers. Spring ten- 
sion is powerful enough to hold a 
clam shel! bucket steady. Operates 
with boom at any angle. Compact 
-it can be installed in less than 
thirty minutes. No pins, weights, 
tracks, or carriages to wear or be 
replaced. Taglines are complete 
with fairlead U bolt clamping 
plates, and cable attached. Immedi- 
ate delivery —see your equipment 
dealer — or write — 


* Dealers—selected territories in Midwest 
and Northwest are still open. Write for 
all details. 


RUD-o-MATIC combination Mag- 
net Reel and Tagline . . . operates 
on spring tension principle with 
tagline attached to magnet to 
steady — and electric cable fastened 
to magnet connections with all 
slack needed to prevent cable from 
being pulled or jerked loose from 
connections. Exclusive with 
RUD-o-MATIC, 


The RUD-o-MATIC is 
the Tagline with the 
fool-proof coil spring? 


HSCARAREY 
RUDDOCK 


Corporation 





2131 East 25th St., Los Angeles 11, Calif. 


te 
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\ civil engineer and educator who has somchow found more time 
than most of his fellows to indulge a warmly-human personality and an 
inquiring mind, Franklin Thomas has now added the presidency of the 
\merican Society of Civil Engineers to his long list of honors. 

Native of Red Oak, Iowa, and 1 graduate of the Univesrity of lowa and 
McGill University, Dean Thomas spent four years in the field before 
joining the California Institute of Technology (in 1913) to aid in 
developing that school’s journalism courses. He is now professor of civil 
engineering and dean of students at Caltech. 

A man of many interests, Dean Thomas during a long carcer has also 
been: Vice-chairman of the board of directors for the City of Pasadena; 
president of the Pasadena Civic Orchestra Association; a director of the 
Metropolitan Water District of Southern California since its organization 
in 1928; consultant on flood control and sanitation projects to Los 
Angeles; and a member and now chairman of the Colorado River Board 
of California. 
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HORTON Radial-Cone Bottom Elevated Tanks 


... for capacities of 500,000 gallons or more 





1,000,000 gallons, 
yet has a range in head of 


only 25 feet...... 


Tuere are two important 
considerations in designing 
large-capacity elevated tanks, 
(a) to eliminate excessive 
ranges in head—as a means of 
reducing the cost of power re- 
quired to fill the tank, and (b) 
to design tanks which will be 
structurally sound. The Hor- 
ton radial-cone bottom design 
does both. It is used effec- 
tively in the building of welded 
steel tanks with capacities 
from 500,000 to 2,000,000 
gals., and results in struc- 
tures which are efficient in op- 
eration, economically erected, 
graceful in design. 


The 1,000,000-gal. radial- 
cone bottom tank at States- 
ville, N. C., was installed to 
provide better water service 
by supplementing pumping 
pressure with gravity water 
pressure. Accordingly, a lo- 
cation for the tank was speci- 
fied at the opposite side of the 
city from the pumping plant, 
so that the gravity water 
pressure is greatest in the 
areas where pumping pres- 
sure is lowest. The city re- 
ports an average pressure of 
70 Ibs. per sq. in. in the mains, 
with “very small variation”. 


| Horton elevated tanks are 


\ 1,000,000-gal. Horton radial-cone bottom elevated tank also available in ellipsoidal- 
, } recently erected at Statesville, N. C. The city’s wate bottom designs, in capacities 
| works improvements were designed by Peirson & Whit- from 15,000 to 500,000 gals. 


man, Consulting Engineers, of Raleigh, N. C. Write our nearest office for 


more information. 


CHICAGO BRIDGE & IRON COMPANY 


QE Di adnan edeveseds .2125 Healey Building Detroit, 26 


pele eeea . 1506 Lafayette Building Philadelphia, 3... . 1623-1700 Wain 
Birmingham, 1 1520 North 50th Street Houston, 2 2109 National Standard Building Salt Lake City, 1.1512 Ist ionate taal ona 
Boston, 10 1012-201 Devonshire Street Havana 402 Abreu Building San Francisco, 11 1220-22 Battery St Building 
Chicago, 4 2101 McCormick Building Los Angeles, 14 1411 Wm. Fox Building Seattle, 1 1312 Stuart Building 
Cleveland, 15 2201 Guildhall Building New York, 6 3311-165 Broadway Building Tulsa, 3 9 


.. 1617 Hunt Building 


Plants in BIRMINGHAM, CHICAGO, SALT LAKE CITY, and GREENVILLE, PA In Canada: HORTON STEEL WORKS, Limited, FORT ERIE 


ONT. 
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man hours per lineal foot 


6 8 


v4 





24 


_The figures are average labor time for lay, 
line and join in the trench only and are 
taken from actual job records. They do not 
include trenching, backfilling or operating 
time for heavy machines or other equip- 
ment. With ARMCO Pipe there is no need to 
operate or maintain expensive machinery. 


pipe diameters (inches) 


As a contractor, why not give yourself a 
break and do that next drainage job 
with Armco Corrugated Pipe. Thousands 
of installations prove it is easier to han- 
dle and install—saves you time, labor 
and money. You pocket the difference 

Savings start the minute you begin to 
haul or handle Armco Pipe. Although 
amply strong it often weighs only one- 
tenth as much as more massive types. A 
few unskilled men quickly make the in- 
stallation without special equipment 
Trenches need only be wide enough for 
men to work since there are no bells or 
massive joints that require extra digging 


Using simple band couplers, it takes only 





a surprisingly short time to join individ- 
val lengths — 20 feet or longer — into a 
tight, sturdy conduit. Long, straight 
lengths make it easy to maintain line and 
grade. There is little or no foundation 
work because ARMCO Pipe has beam 
strength to span the soft spots. Breakage 
is no problem in handling or backfilling. 

Bid low on that next contract with 
Armco Corrugated Metal Pipe. You will 
find it ideal for highway, railway, air- 
port or municipal installations. Write for 
complete data. Armco Drainage & Metal 
Products, Inc., 445 Curtis Street, Middle- 
town, Ohio. Export: The Armco Interna- 


tional Corporation 
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THE CONSTRUCTION WEEK 





SAN FRANCISCO BRIDGE—The proposed new 
bridge across San Francisco Bay faces a political 
hurdle. Opposing a new bridge paralleling the 
existing one, as recommended in the Tudor report, 
are the San Francisco city hall group including 
two local congressmen and the San Francisco 
newspapers. Contrary to news reports, most of 
the large business interests on both sides of the 
Bay agree with the report. Now that War Depart- 
ment approval has been given, the only federal 
sanction remaining to be obtained is congressional 
authority for certain rights of way. Ordinarily 
this would be a routine matter, but in this instance 
the politicians may elect to make it a focal point 
of their opposition. 


TVA STEAM PLANT FIGHT CONTINUES—A 
large segment of the privately-owned electric 
utility industry has renewed its battle against 
TVA’s proposed $4,000,000 steam plant at New 
Johnsonville, Tenn. The National Association of 
Electric Companies issued a booklet titled, “TV A’s 
New Design for Power”, which contained a frank 
appeal to other private industry groups to aid in 
fighting the project. “The steam plant would put 
the federal government . . . outright into a com- 
mercial business, opening the way for national- 
ization .. .’’ NAEC said. In his message to Con- 
gress last week, the President gave direct support 
to this statement by recommending federal con- 
struction of steel plants. 


THAT TUNNEL RECORD—The tunnel record 
that Walsh Construction Co. established on Pacific 
Gas and Electric Co. hydro work near Oroville, 
Calif. (43 ft. in 24 hr. for a 25-ft. horseshoe tunnel 
through hard granite formation) didn’t last long. 
Morrison-Knudsen, contractor on the other end of 
the same tunnel, now has posted a 47-ft. advance. 
M-K also has the best six-day record, 206 ft. 
Adding to the competition between crews is the 
fact that superintendent for M-K is Alec Hunting- 
ton, nephew of Les Huntington who is superin- 
tendent for Walsh. 


ANOTHER RECORD—From a quite different 
direction comes news regarding another record. 
In commenting on a recent article about Cleve- 
land’s Nottingham Intake (ENR Nov. 25, p. 52) 
in which casting five sections of 24-ft. pipe in an 
eight-hour shift was considered excellent progress, 
J. S. Longwell, chief engineer and general man- 
ager for the East Bay Municipal Utility District 
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in California, pointed out that better records were 
made on the District’s Mokelumne Aqueduct. For 
this big operation, United Concrete Pipe Corp. 
maintained a regular schedule for weeks of casting 
27 sections of 24-ft. pipe in a 12-hr. period. The 
Cleveland pipe sections weigh 50 tons as compared 
with 22 tons for the California pipe. On a compara- 
ble basis, 250 tons of pipe was produced in 8 hours 
at Cleveland compared with 396 tons in a similar 
period in California. 


HAPPY OMEN—For the first time in years, 
Public Works Commissioner Oscar Hewitt of 
Chicago sees a chance to operate his water pump- 
ing plants at lower costs. The occasion was an 
analysis of bids received for supply of coal: a strip 
mine not far from the city has mechanized its op- 
erations to the point where it can offer coal at a 
price of $1.01 per ton cheaper than the next lowest 
bidder. Commissioner Hewitt says this will save 
the city $200,000 during the coming vear. 


RISING ST. LAWRENCE COSTS—Backers of 
the St. Lawrence seaway and power project in 
Washington are reported to be dismayed over the 
Army Engineers’ latest estimate of the cost—$1.2 
billion, an increase of $400 million over earlier 
estimates. Considering the cost of deepening 
Great Lakes channels and harbors, most of which 
will have to be financed by the federal govern- 
ment, the seaway costs rise to staggering figures. 


UNIFIED STATE CONSTRUCTION ?—Creation 
of a general state authority to handle all construc- 
tion of Pennsylvania public buildings seems 
certain during the 1949 legislative session. Both 
Republican and Democratic members of the legis- 
lature have declared themselves in favor of such 
an agency, which would enable the commonwealth 
to continue its heavy construction program on a 
long-range amortization basis without the need of 
imposing new taxes. 


HIGHWAY CONSULTANTS—More state high- 
way departments are turning to consulting 
engineers for help in preparing road plans and 
specifications. Kentucky, for one, is negotiating 
with 12 private engineering concerns to prepare 
plans for its 1949 road building program. In 
adopting this course, Commissioner Withers de- 
clared that Kentucky’s present salary limitations 
plus the lack of a retirement plan makes it impos- 
sible to secure and hold sufficient engineers. 
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Heavyweight 
Champ! 



















@The AMERICAN Revolver is the giant that does a 
giant’s work in the construction world. It’s especially 
designed for such heavy material handling jobs as pour- 
ing concrete at high speeds, excavating for piers and 
foundations, rip rap work and dam construction. Gigantic 
in every sense, the AMERICAN Revolver responds easily 
and accurately to its graduated air controls. Finger tip 
pressure is all that’s needed to lift the load, or to swing 
or travel the crane. 

Our special design service fits the Revolver perfectly 
to the requirements of your job. For example, you can 
specify steam or electric power, a fixed installation, one 
to run on track wheels, or a traveling gantry of any 
desired height. Long reach, high speed, stability and 
ruggedness give the AMERICAN Revolver high, uninter- 
rupted output with minimum maintenance expense. 


Write today for catalog...or send us a letter stating your particular needs. 


American Hoist 


and DERRICK COMPANY 
40 South Robert 
St. Paul 1, Minnesota 


Plant No. 2: So. Kearny, N.J. 


Sales Offices: PITTSBURGH * SAN FRANCISCO 
CHICAGO + NEW YORK « NEW ORLEANS 


AMERICAN REVOLVER CRANES 
A WIDE AND COMPLETE LINE 
Capacities 30,000 to 150,000 Ibs. 


(at minimum boom radii) 


Boom lengths 65 to 150 feet 
STEAM, ELECTRIC, GASOLINE OR DIESEL POWER 
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EDITORIALS 





From: The President. To: The Congress 


PRESIDENT ‘TRUMAN'S MESSAGE to Congress on the State 
of the Union was a second edition of his collected 
campaign promises. Except for the tongue-in-cheek 
proposal for federal construction of steel mills no dis- 
cernable deletions, additions or changes were made. 
It, therefore, contained no surprises. ‘Therefore, also, 
it will please a little more than half the voters in the 
country and be critically regarded by a little less than 
half, judging from the popular vete totals of the recent 
election. ‘Those who disapprove, however, (if their 
objections focus on the President's social-gains pro- 
posals) will not find much solace in wishing the elec- 
tion result had been different. At the same time that 
President Truman was speaking, Governor Dewey was 
urging such things on the New York legislature as 
more public housing, more public power, increased 
aids to education, greater expenditures for hospitals, 
sustained rent control, and public transmission lines 
for power. As has been noted here before, an increase 
in public works construction in 1949 was inevitable. 
We have in the President’s message further confirm- 
ation of the fact. He urges pushing forward on power, 
imgation, navigation and flood control; aiding states 
to replace overcrowded, obsolete school buildings; 
passing a public housing law that will provide for a 
million housing units in seven years. ‘These are worthy 
objectives. Some of them would benefit if a greater 
participation of private enterprise were likely to be 
enlisted. All will assume practicality in the proportion 
to which their attainment is geared to our financial 
resources. And in this connection, some necessary 
objectives—better highways, for example—failed to 
receive mention, although a road program about equal 
to last vear's was recommended in his later budget 
message. What is actually undertaken in the field of 
public works, Congress in its wisdom will have to 
decide 


A Test of Leadership 


Evinrnce that the National Societv of Professional 
engineers is beginning to take its place in the engi- 
necring profession 1s found in the report of its annual 
meeting held in Chicago recently (ENR Dec. 30, p. 8). 
Particularly encouraging is its decision to make a 
thorough study of fees for professional services. NSPE 
progress has been slow and frequently discouraging 
during the 14 vears since it was organized by representa 
tives frova four state societies of professional engineers. 
For much of this time it was national onlv in name, 
it lacked widespread acceptance even among engineers 
in the states it was supposed to represent, and chiefly 
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it lacked objectives that would enlist active interest 
and support. Also, there appeared to be reluctance to 
tackle difficult problems, such as those that arose out 
of efforts to unionize engineering employees. Fees 
represent another one of these difficult problems. A 
study of them is badly needed for reasons set forth in 
detail in our issue of Oct. 14, p. 83, and it will not 
be easy because it will be considered by some as an 
encroachment on the field of activities of the older 
engineering societies. How well the study is handled, 
therefore, will be good evidence of the stature attained 
by the NSPE. 


Wintertime Road Lettings 


‘THE LARGE NUMBERS of bridge and highway construc 

tion contracts awarded by some of the states during 
the last quarter of 1948 is an encouraging sign that this 
year’s programs will get off to a good start when weather 
opens up in the spring. Much can be said in favor of 
the wintertime letting of construction contracts, parti- 
cularly in these times of uncertain delivery dates for 
construction materials. It gives the contractor an 
opportunity either to accumulate stockpiles or to secure 
confirmed dates for their delivery. Equally important, 
is the opportunity to plan the job better, secure proper 
supervising personnel and adequate construction equip- 
ment. All these add up to the fact that, given a break 
in the weather, the work gets started sooner and the 
completed facility is ready for use by the traveling 
public at an earlier date. Highway departments with 
the foresight to recognize the advantages of winter- 
time contract lettings will also secure better competi- 
tive bids, which is a further public service. 


Longer Lives, Fewer Deaths 


‘THAT PERSISTENT APPLICATION Of sanitary practices 
produces results is proven by Puerto Rico where the 
life span has increased nineteen years since 1910 and 
where the death rate has fallen from 27 to 12 per 1,000 
inhabitants in the past 50 years. Deaths from malaria 
alone—the worst scourge of the island—are down to 
20 per 100,000 population. ‘The results are attributable 
to the concentrated, unceasing efforts of federal, insular 
and private agencies as well as The Rockefeller Founda 
tion. ‘The many-phased program continues to deal 
death to malaria-transmitting mosquitoes, provide safe 
water supplies and proper sewage disposal, and 
encourage healthful housing and adequate hospital 
facilities. ‘The lesson is this: ‘The chains of disease 
that bind economically fecund tropical areas can be 
stripped off if a reasonable prior investment is made in 
sanitary protection. 
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LOWER COSTS 


HINES 
TIMBER 
FABRICATION 
SERVICE 





1949 


EDWARD HINES 


Hines engineers, distribution and 
manufacturing facilities, which go 
all the way back to harvesting 
trees in the forest, provide a tim- 
ber fabrication service that's 
second to none. Our engineering 
staff is capable of initiating origi- 
nal designs and when Hines han- 
dies the job, timbers arrive at the 
construction site—sized, shaped, 
bored, marked and blueprinted so 
that erection crews can proceed 
with maximum speed and effi- 
ciency. 


If you are planning a timber 
structure of any kind, bring Hines 
into the picture at the planning 
stage so that you can take full 
advantage of ourcomplete'"'forest- 
to-you"’ service. We'll be happy 
to work with your architects, en- 
gineers and contractors. Just drop 
a letter to Hines home office, and 
a representative will call and give 
you a complete «utline of this 
timber fabrication service. 


LUMBER CO. 


2431 SO. WOLCOTT AVE. e CHICAGO 8, ILL. 


Offices in Principal Cities 
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Truman Budgets $2.2 Billion 
For U. S. Construction Work 


Recommendations for 1950 fiscal year call for greatest 
dollar volume on record—construction appropriations are 
5 percent of $41.9 billion total budget 


Despite apparently drastic cutbacks, 
President ‘Truman last week asked 
Congress for more than $2.2 billion to 
cover construction activities of the 
U.S. government. 

Out of a grand total of nearly $41.9 
billion to cover all governmental ex 
penditures for the coming fiscal year, 
the President told Congress that civil 
works should be given the largest 
amount of money ever called for by a 
U.S. Chief Executive. 

In a message replete with examples 
of attempts to hold construction to a 
minimum level, Mr. ‘Truman reported 
that the Veterans Administration's 
authorized $1.2 billion hospital pro 
gram had been cut back by $279 mil 
lion since the full number of beds 
originally planned will not be needed. 
He explained that money already madc 
available to VA would, however, 
finance estimated expenditures of $260 
million for hospital construction dur 
ing fiscal 1950. This example, inci 
dentally, serves as an illustration of 
how the government can finance con 
struction far in excess of appropriations 
for the fiscal vear. ‘Thus, actual ex 
penditures, as contrasted to appropria 
tions, are expected to run to $3 billion 
or more for civil works, and $300 mil 
lion for military construction 

But, besides cash carryvovers from 
previous ycars—as in the case of VA 
other federal construction money 1 
quiring no Congressional appropria 
tions would come from such places as 
the Rural Electrification Administra 
tion, which expects to pay out $360 
million in loans; the Reconstruction 
Finance Corp., which estimates $35, 
000,000 in loan payments; and_ the 
Tennessee Valley Authority, which 
plans to finance part of its work with 
$21.500,000 of own corporate funds. 


Emphasizes cutbacks 


Commenting on his huge program, 
the President said 


‘(Resources development) — pro 
grams are being restricted to the lowest 
possible level, consistent with the 
heavy demands . . . for both civilian 
and national defense requirements. . . . 
More than 90 percent of the recom 
mended expenditure for river basin de 
vclopments . . . is to continue work 
started in prior years, and despite this 
restriction . . . outlays will be about $1 
billion. .. . 

“The flood control program for the 
Corps of Engineers will be limited . . . 
almost entirely to continuation of 
work started in prior years . . . only 
two new projects are recommended. 

Only twelve new projects of 
highest urgency are recommended for 
river and harbor improvements.” 

Of the highway program, the Presi 
dent added: “Federal grants-in-aid for 
road construction will be close to the 
level authorized in existing legislation. 
Even with this high level of federal 
aid, our highways are not being im- 
proved as fast as they wear out. . 
Nevertheless, present high costs and 
the limited capacity of the construc 
tion industry make it undesirable for 
expenditures in the fiscal vear 1950 to 


CONSTRUCTION BUDGET 


Principal Estimated Construction 
Expenditures For Fiscal 1950 


(S million) 

VA Hospitals 260 
PHS Federal-Aid Hospitals 60 
RFC Loans oe ; 35 
REA 4 eA ag 3600 
USBR a 322 
Corps of Engrs: 

Flood Control ; 481 

Rivers & Harbors 217 
AEC a: 326 
PRA 501 
CAA Federal-Aid Airports 51 
TVA Sed a cng 69 
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exceed the estimated level of $501 mil- 
lion.” 


Civil works up 


By comparison with recent years, 
the civil works appropriations recom- 
mended for fiscal 1950 exceed 1949 
by $300 million, and 1948 by $1.1 bil- 
lion. 

Greatest expenditures included in 
the estimated total would go to the 
Corps of Engineers, which would get a 
total of $697 million for flood control 
and rivers and harbors work; the 
Atomic Energy Commission, $326 
million; Bureau of Reclamation, $322 
million; and Public Roads Administra- 
tion (including Departments of Agri- 
culture and Interior road work) $501 
million. 

Explaining the cutback on VA work, 
the Chief Executive said that review 
of the program revealed that “‘construc- 
tion of the full number of 90 author- 
ized hospitals wil] result in serious 
overbuilding—in terms of beds needed 
to meet foreseeable requirements,” 
and he approved cancellation of 24 
projects and reduction of capacity of 
14 others, to curtail the original 
53,000-bed program by about 16,000 
beds. 

T'VA’s much-argued thermal power 
plant, defeated at the last session of 
Congress, is again included in the 
recommendations—and a start on four 
other power projects, one of them 
steam, is proposed. The President 
asked for $3,000,000 for the TVA 
project. 

Three new projects involving hydro 
power are set up in the message—in- 
cluding the $492 million St. Lawrence 
waterway and power development; and 
the President asked appropriations to 
start the $205 million Chief Joseph 

formerly Foster Creek) Dam on the 
Columbia River; and the $86,000,000 
Ice Harbor Lock and Dam on the 
Snake River. 

The twe new projects for the Army 
Fugineers’ flood contro] program are 
to be the $58,000,000 central and 
southern Florida project; and a $635, 
000 job at Rosiclare, II. 

*( Detailed reports on appropriations 
asked for specific projects will appear 
in the January 20 issue of this jour 
nal. 

Under the Water Pollution Control 
Act of 1948, an appropriation of 

(Continued on p. 11) 
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NEWS BRIEFS 


Highways—State Senator R. A 
Winter is introducing a bill in_ the 
Ouro legislature for a Turnpike Com 
In N. Y. Svatre in 1945 
there were 156 contracts for construc 
reconstruction of 566 
of highways for $85,073,000 , 
WW yominé plans to spend $21,548,000 
for roads in two vears . In ILirNors 
highway construction of $42,500,000 
was completed in 1945 In Sourn 
Daxora the legislative interim high 


Hsslon 


fion OF 


miles 


way committee has proposed a 10-yeat 
construction program to cost $140 
million The present list of road 
projects in Oxianoma calls for $14, 
000,000, a big shrinkage. as compared 
with last vear LOvISIANA expects 

$43,000,000 in 1949 on 
its road improvement program 
PENNSYLVANIA Motor Federation savs 
that increased revenue for the highway 
department may be necessary but that 
iny boost of taxes on motorists should 
be only temporarn 


to spend 


Airports—A new airport built 
by the Boosters Club at Micnican 
Ciry, INb., with 500 volunteer workers 
ind 100 machines in 60 hours . . . C. 
I’. Lytle Co. and Green Construction 
Co. of Des Moines, lowa, have been 
recommended for the award of a con 
tract for an international airport at 
ANCHORAGE, ALASKA on a low bid of 
$8,679,142 .. . SHreveport, La., has 
ipproved the construction of a Class 
> airport on the southwestern edge of 
the citv. 


Was 


Water Supply and Sewers 
Fra., a $13,000,000 issue of 


PAMPA, 
revenuc 
bonds has been proposed to finance a 
master sewer improvement project 

\ compact dividing waters of the 
River between New Mexico 
and ‘Texas was signed Dec. 3 by the 
Pecos Compact Commission at Santa 
Ke, N. M. It must now be approved 
by the legislatures of the two states 
ind by Congress. The compact ends 
1 24-vear dispute between th 
states over division of the 
PHILADELPHIA, PA 
$700,000 for 


Pecos 


two 
water 

. has let contracts of 
cleaning and 
mains with concrete 


reclining 


Dams—A large number of prominent 
contractors were present at the recent 
opening of bids on work for Fort 
Ranpatt. Dan, South Dakota. The 
Armv Engineers estimate for the in 
take, tunnels and stilling basin works 
$27,515,217. Bids are be 
thoroughly before all an 
nouncements are . but McCarthy 


was 
reviewed 


mad¢ 


linprovement Co., Davenport, la., was 
low at $10,977,836 for the regulating 
and terminal powei 
substructure, tailrace floor slab 
ind stilling basin; and Silas Mason Co 
Shreveport, La., with a bid of $8,585, 
SUS won the contract for the 900-ft. 
28-ft. dia. tunnels A $7,614,728 
contract for building the Soap Laki 
siphon of the Columbia Basin project 
was awarded Dec. 21 by the Bureau 
of Reclamation to the Utah Construc 
n Co. and Winston Brothers Co 
U.S. Army engineers will recom 
mend 


gat structures, 


HOUSC 


a series of flood control levees 

ng the Mississippi River near Capt 
Girarpreau, Mo., to cost about $3, 
$97,000. The plan goes to the Board 
f Engineers for Rivers and Harbors at 
Washington for consideration and fur 


ther recommendation. 


E. J. Cleary leaves ENR 
for Ohio Valley post 


The newly created position of ex 
utive director and chief engineer of 
he Ohio River Valley Water Sanita 
ion Commission will be filled by Ed 
id J. Clearv who has resigned as 
executive cditor of ENGINEERING 
News-Recorp effective Feb. 1. From 
headquarters in Cincinnati, Cleary will 
direct the work on stream pollution 


ibatement envisaged in the compact 


vear (ENR March 18, 

1948, p by the governors of the 

cight states in which the Ohio River 
ind its tributaries flow 

kd Cleary joined the editorial staff 

if KNGINEERING News-RecorD = in 

1935 as its sanitary specialist. A 1929 


graduate of Rutgers Universitv, wherc 
} 


t 
+ 


signed a ago 


1c had carned three degrees in engi 
necring, he had later served as research 
issistant to Dr. Willem Rudolfs, chief 
of the New Jersev Water and Sewage 
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Theodore J. Kauer chosen 


director of Ohio highways 


Theodore J. Kauer, for 
three managing 
Wire Reinforcement 
turned to his home 
Jan. 10 to 


wavs with headquarters in ¢ 


more than 
director of the 
Institute, — re 
state of Ohio on 
as director of high 
umbus. 

\ graduate civil engineer of Ohio 
State University in 1928, Mr. Kauer 
was employed by the Ohio Depart 
ment of Highways from 1927 to 1940 

Mr. Kauer resigned from the Ohio 
department to, serve with the Civil 
\cronautics Administration in Wash 
ington, D. C., as an airport paving 
ngineer. He left CAA in 1941 to 
become assistant managing director of 
he Amencan Concrete Pipe Associa 
tion, remaining there until 1945. 


VCars 


SCTVC 


Investigation Station. Thy editorial 
work with ENGINEERING News-Rec 
orD has added to his broad background 
of sanitary) engineering experience. 
Prior to his work in sanitation he had 
also worked as a field engineer on the 
construction of the Ramtan River, 
N. J., plant of the Utilities Power and 
Light Corp. and on the Christiana 
River compressed air tunnel for the 
Wilmington, Del., water supply sys 
tem 

Active in all municipal matters as 
well as in sanitation, he served for four 
vears as a part-time lecturer on the 
facultv of the College of Engineering 
of New York University wherc 
ducted a course on publi 
ganization. He is current] 
vice-president of the Am«¢ 
Works Association 

In 1943, Clearv was accredited as a 
war correspondent to report for Ener 
NEERING News-Recorp on the work 
of the United States military 
ind civilian contractors in 
airbases, railroads, ports and 
facilities in strategic areas in 
America. At the same time he 
1 consultant to the health and sanita 
tion division of the Institute of Inter 
American Affairs, a federal government 
gency engaged in promoting sanitary 
improvements in- Latin American 
countries 

Clearv is co-author book 
“Bulldozers Come First’, an account 
of war construction activities through 
out the world, which mmpiled 
from on-the-scene reports bv the edi 
tors of ENGINEERING News-RecorD 
He is a member of the American So 
cietv of Civil Engineers, the American 
Water Works Association, Federation 
of Sewage Works Associations, and the 
Inter-American Association of Sani 
tarv Engineering. TH i Sigma Ni 
ind Tau Beta Pi 


he con 
W rks Or 


‘TVINg as 


in Public 


enginecrs 

building 
sanitation 
South 


vyeca»ine 


Way 
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President proposes record U. S$. budget 


Continued from p. 9) 
$1,000,000 is recommended for the 
Public Health Service, for use in grants 
to the states for industrial water re- 
search. An additional $500,000 is pro 
posed for use of the Mederal Works 
Agency for grants to the states and 
communities for planning pollution 
control facilities. 

Ihe message calls for no appropria- 
tions for the public buildings program 

the Public Buildings Administration 
will expend $50,000,000 on construc 
tion of buildings for various govern 
ment needs, however, including a new 
census building, reconstruction of the 
White House, and a Senate office 
building. 

Of the military construction appro 
pnations, $134 million would go for 
Army work; $53,000,000 for the Navy, 
and $16,000,000 for the Air Force. 

Additionally, the budget recom 
mends appropriation’ of $21,400,000 
for topographic mapping and geodetic 
control surveys, and’ for assembling 
hydrologic data. The sum of $12,600,- 
000 is recommended for continuing 
preliminary surveys on construction 
projects that are under investigation; 
and $18,000,000 would be sct up for 
planning of authorized projects, prin 
cipally by the Corps of Engineers and 
the Bureau of Reclamation. 


Reviews situation 


In his State of the Union and Eco 
nomic messages, presented a few days 
earlier than the budget message, Mr. 
Truman had spelled out for Congress 
again the basic principles of a dozen 
recommendations he has long advo 
cated. Two of his declarations, how 
ever, went beyond previous statements: 

One proposed a new policy. Speak 
ing of steel and other short commodi 
tics, he asked for a prompt study of 
production capacity, and authority for 
direct construction of additional plant 
that mav be found necessary. 

\ second expanded earlier endorse 
ment of the ‘Taft-Ellender-Wagner 
housing bill, declared that the new 
Congress should increase the number 
of low-rent public housing units to 
1,000,000 in the next seven. vears. 
PEW called for 500,000 units in five 
vears. 

Economic thinking to back up the 
President's requests was contained in 
his economic report, when the Coun 
cil of Economic Advisers, commenting 
on housing, said that “perhaps one 
fifth of more of new dwelling units 
needed in urban areas can be provided 
only through subsidized low-rent hous 
ing.” The council advised a substan 


tial increase over the ‘TEW provision 
of 100,000 units a year. 

Looking to what they termed the 
salutary cHect of the President’s re 
quested standby controls for materials, 
the council said that authorization of 
selected allocations and price controls 
need not rest on the conviction that 
they would be used. Instead th« 
standby authority could be used as a 
weapon—if necessarv—against infla 
tion and to carry out public programs 

l'o take care of an estimated in 

ease of three percent annually in 
total production of the country, the 
economic council saw a need for in 
vestment for each vear of $2.5 to $3 
billion to add 6,000,000 kw to electric 
gencrating capacity. Capital requirc 
ments of railroads, they predicted, 
they would amount to $1.3 to $1.4 
billion per year—at 1947 prices. 

l’or highwavs, thev estimated an an 
nual requirement of $4 billion for con 
struction, maintenance and_ repair 
about one third to citv streets and 
expressways, one third to rural roads, 
once third to secondarv and local roads. 

“In the immediate future,” the 
economists declared, “restraint in com- 
mercial building is needed in order to 


channel matcrials into housing.” Over 
a longer range they foresaw commer- 
cial and private construction amount- 
ing to $2 billion or more per year. 


Program has good chance 


Immediate examples of cohesive ac- 
tion by House Democrats at the start 
1f the new session have promise to 
observers that the President's legisla- 
tion program would go through with 
some dispatch. 

l'o break the House Rules Commit- 
tee bottleneck that had blocked the 
IEW bill in the last Congress, a pre- 
session Democratic caucus voted to 
change the rules, and managed to ram 
the proposed changes (which make the 
committee more responsive to the 
House majority) through the whole 
chamber. A similar procedure, ob 
ervers said, could be used to push 
through other controversial measures. 

In the upper chamber, in direct re- 
sponse to the President's messages, 
Senator Ellender of Louisiana and five 
other Democrats introduced a bill to 
make possible the construction of 
1,050,000 low rent units in- seven 
vears, starting July 1, at the rate of 
150,000 a vear. Republicans criti 
cized the measure, incidentally, as 
taking too big a slice out of the total 
housing potential. 





Dewey seeks $900 million N.Y. budget 


\ppearing before the opening session of the New York State legislature to 
ask approval of a record $900 million budget, Governor Thomas E. Dewey last 
week called for more intensive work on the state’s deferred highway and housing 


programs. 

Largest in the state’s history, the 
budget is below New York Citv’s $1 
billion budget, adopted recently. 

Calling for increased highway work, 
Gan Dewey recalled that the state 
1as deliberately held its highway con- 
pee on to essential work “during the 
last two years to avoid competition 
with housing and other essential con- 
struction in the matter of materials 
and labor. 

“During recent months,” the gov 
ernor said, “conditions have changed 
Contractors are at last seeking high- 
wav work, and a reasonable degree of 
competition has returned in bidding 
for awards.” 

He pointed out that highwav traffic 
generally has increased by 23 percent 
during the last two vears; while heavy 
truck traffic on major routes has gone 
up 41 percent. 

Commenting that New York State 
has done more to meet its housing 
problem than any other, he took occa 
sion to score “the failure of building 
codes to keep pace with technical ad- 
vances”, and proposed authorization 
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for a commission to prepare a state- 
wide minimum building code to cover 
ill tvpes of building. 

On housing, he said 

“When I took office in 1943, the 
total fund authorized for housing was 
$300 million. In 1947, upon my 
recommendation, the public housing 
fund was increased to $435 million. 
he commissioner of housing now ad- 
vises me that he has given approval to 
projects that will largely exhaust this 
fund. 

“T therefore propose that our pub- 
lic housing fund be enlarged by an 
additional $300 million. . . . This will 
require the amount of subsidies, which 
the state may agree to pay annually 
to help reduce the rents in these proj- 
ects, must also be increased.” 

The governor also called for re- 
newed effort to proceed with the state 
development of the St. Lawrence 
River for power purposes; proposing 
that present laws under which the 
state power authoritv acts be relaxed 
to permit the authority to build trans- 
mission lines “where necessary.” 
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ASCE prepares for 96th annual meet; 
lists awards of honors, new officers 


Franklin Thomas formally elected as new president as program is 
completed for New York meeting—Five honorary members named 


Franklin ‘Vhomas, professor of civil 
cugineering and dean of students at 
Califorma Institute of ‘Technology, 
Pasadena, this week was formally dc 
clared elected president of the Ameri 
can Society of Civil Engineers, as the 

gamization prepared for its 96th an 
iual meeting in New York Citv, Jan 

\t the same time, an official canvass 
otes certifed the clection of two 


new presidents and six new direc 


All of the new officers will 


+ hr das 
the three-<da 


be seated 
mecting gets under 
: 

wav at the Hotel Commodore 


town New York City 


in mid 


Honorary members 


the first day's session 
conternng of honoran 
ward in_ the 
on five outstanding 


accomplishments 


gurt of the society 
ngimeers, for their 
The five are 
General Lucius D. Clav, com 
in-chief of U.S. forces in Ku 
ope, and Military Governor of the 
U.S. Zone in Germany; Charles H 
Buford of Chicago, president of the 
Chicago, Milwaukee, St. Paul and Pa 
cific Railroad; Prof. Donald Derickson 
* New Orleans, formerly head of th 
Tulane Univer 


mander 


s( h vol if civil cng 





neering; Gano Dunn, president of th 
J. G. White Engineering Corp., New 
York City: and Andrew Weiss of Mex 

Citv. D.I consulting engine: 


for the Mexican Commission of. Irri 


New. officers, 
Thomas, arc 

Vice-presidents—Henry J. Sherman, 
consulting enginecr of Camden, N. J., 
ind Robert B. Brooks, consulting en 
gineer, of St. Louis, Mo. Dhurectors 
Waldo G. Bowman, editor of Ener 
NEERING News-Recorp, New York 
Citv; Morris Goodkind, bridge engi 
neer for the New Jersey State High 
way Department, New Brunswick, 
N. J.; Harold L. Blakeslee, treasurer, 
C. W. Blakeslee and Sons, Inc., New 
Haven, Conn.; Paul L. Holland, di 
ector of public works for Baltimore, 
\id.; Edmund Ircdman, Miami, Fla., 
onsulting enginecr, and Professor Sid 
nev ‘Tl. Harding, of the University of 
California at Berkeley. 


in addition to Dean 


Medals and awards 


Opening day ceremonies will also 
include the award of twelve medals 
ind prizes for work done during the 
last vear. ‘These will be 

Ihe Norman Medal, to Alfred M. 
l'reudenthal, New York consulting en 
gincer; the J. James R. Croes Medal, to 
Karl deVries, BethIchem Stcel Co.; the 
Vhomas Fitch Rowland Prize, to M. 
ML. Fitzhugh, Newport News, Va., 
James S. Miller, Pittsburgh and Prof 
Karl Verzaghi, Harvard University 

Also, the James Lauric Prize, to 
Iivde Forbes, Palo Alto, Calif.; the 
Arthur M. Wellington Prize, to Joseph 
Barnett, Washington, D. C.; the Col 
ingwood Prize for Juniors, to Prof 
John K. Vennard, Stanford University: 
the Rudolf Hering Medal, to Prof 








QUONSET-HOUSED ATOM LAB—Atomic Energy Commission’s Argonne National 
Laboratory covers eight acres near Chicago with its 33 buildings. To be devoted 


primarily to peacetime atomic energy uses, the lab will be available to 30 midwestern 


colleges, universities and research institutes 
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Charles E. Jacob, University of Utah; 
the J. C. Stevens Award, to Preston T. 
Bennett, Omaha; the Leon S. Moisseift 
Award, to Prof. George Winter, Cor- 
nell University; and the Construction 
engineering Prize, to C. Glenn Cap 
pel, New Orleans, La. 

Additionally, two members will re- 
ceive national enginecring awards: the 
Hoover Medal will be presented to 
Malcolm Pirnie, New York consulting 
engineer; and the John Fritz Medal 
will go to Prof. Charles Metcalf Allen, 
of Worcester Polytechnic Institute. 

Representatives of the society’s 70 
local sections will attend the meeting, 


which will include 17 sessions. 





Professional group asks 
for Niagara River power 


The Technical Societies Council of 
the Niagara Frontier recently called 
tor government action to expedite de- 
velopment of more power on the Ni 
agara River 

The council with a membership of 
more than 8,000 engineers and tech- 
nical men, says that plans have been 
on file for years for power development 
which, if carried out, would have 
averted the power shortage at this 
time. These plans would increase 
power-producing facilities of the Ni- 
agara Frontier without involving any 
further diversion from the Niagara 
River, according to a council state 
ment. 

Existing power plants are so laid 
out that only part of the available head 
is utilized, savs the council’s statement. 
The statement further claims that it 

practicable to build plants having 
turbines using water at 310 ft. head 
which is now used at only 135 ft. Fur 
ther, “Last vear, with the presently au 
thorized enlarged emergency diversion, 
such an overall plan would have in 
power output from hydro 
plants in this area by about 2.3 billion 
kilowatt hours, or 64 percent over 
that produced by the existing plants.” 


creased 


—-+ 


U.S. agrees to diversion 
through Welland Canal 


\pproval has been given a Canadian 
request to divert water from the 
Niagara River through the Welland 
Canal, for power purposes during the 


ENR Dec. 9, 


non-navigation season 
P fy 

Under-Secretary of State Robert 
Lovett confirmed the approval in a 
note to Canadian Ambassador Hum« 
Wrong for diversion of 2,500 cfs. for 
use in the De Cew Falls power plant 


near St. Catherines, Ont 
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Ruling spurs quest for closed shop law 


AFL and CIO leaders look to political action in Congress and state legisla 
tures for relief from last week’s Supreme Court decision upholding the right of 


states to ban the closed shop. 

Ihe major attack—and the onc 
most likely to succeed this yeat—will 
be on Congress to drop the closed 
shop ban when it passes a substitute 
for the Taft-Hartley Law. But return 
ing to the permissive rule of the 
Wagner Act will not satisfy the labor 
leaders. This is because under the 
Wagner Act rule, as under the Taft 
Hartley successor, state laws which ban 
the closed shop would take precedence 
over the federal law as to both intra 
state and interstate businesses, accord 
ing to Washington lawyers familiar 
with both labor laws. 

Vhe effect, then, would be to outlaw 
the closed shop for all businesses in 
the 12 states having such laws, as well 
as regulating it in four other states 

Much will depend, therefore, on 
how the SIst Congress phrases the pro 
vision of the new law which will re 
store the closed shop. Labor's legisla 
tive agents will urge that the new 
federal law specify that it takes pre 
state laws on this issue 

In +44 state capitals where legisla 
tures meet this year, organized labor 
will try to kill state closed shop re¢ 
strictions where thev exist and resist 
cnactment of such laws in the four re 
maiming states 

States which ban the closed shop (a 
well as union shop and any other 
umion membership requirement as a 


cedence over 


condition of work) are: Arizona, 
Arkansas, Florida, Georgia, Towa, 
Nebraska, North Carolina, North 
Dakota, South Dakota, Tennessee, 


Vexas and Virginia. 

Four states permit the closed shop 
if it is approved by the employees. 
Kansas requires a majority vote, Wis- 


consin and New Hampshire a_ two 
thirds majority, and Colorado a thre« 
fourths majority 

Voters in Massachusetts, New 


Nc X1CO and M Hn voted down closed 
shop proposals in their states last vear 


State bans upheld 


The Supreme Court's recent action 
upheld “nght to work” constitutional 
amendments in Arizona and Nebraska 
and a statute in North Carolina. The 
Court, affirming similar findings of 
state courts, was unanimous except for 
Justice Murphy's dissent in the An 
ZONA Case 

In holding against the AFI 
which brought these cases, the court 
relied on New Deal decisions which 
upheld the right of states to prohibit 
discrimination against union members 


unions 
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and which permitted states to fix 
prices, wages and hours. 

Ihe Court's decision, written by 
Justice Black, chided the unions for 
claiming that the constitution pro 


tects union members against discrimi 
nation but does not provide the same 
protection for non-union members. 
It is said the states have a night to 
legislate against injurious practices in 
their internal business affairs, “‘so long 
is their laws do not run afoul of some 
specific federal constitutional prohibi 
tion or of some valid federal law.” 
None of the cases involved a strike 
If states made illegal the concerted re 
fusal of union members to work with 
non-union members, Justice Rutledge 
stated he would want to hear reargu 


ment of the cases before making a 
decision. 

Justice Murphy dissented in the 
Arizona Case because the Arizona 





amendment prohibits employment dis- 
crimination against non-union meim- 
bers, but is silent as to union members. 
Ihe Court majority pointed out that 


union members are protected by an 
Arizona law against “‘vellow dog” con- 
tracts. 


Cases cited 


In the North Carolina case, an Ashe- 
ville contractor, George Whitaker, and 
six AFL men were fined $50 for sign- 
ing a contract limiting employment to 
union members. 

In the Nebraska case, an employee 
of the Northwestern Iron & Metal Co. 
it Lincoln, Neb., refused to pay union 
dues and lost his AFL union member- 
ship. The company refused the union’s 
demand that he be fired in accordance 
with the 
Che union sued the company in 


terms of a closed shop con- 


In the Arizona case, the AIL unions 
sought injunctions against American 
Sash & Door Co. and other employers 
secking to require them to carry out 
their closed shop contracts despite the 
state’s constitutional ban. 





PERSPECTIVE... 


German scrap begins to roll 


\t long last, commercial ship- 
inents of iron and steel scrap from 
Germany are beginning to arrive at 
Rs ports. 

Government officials and the 
scrap trade look for continued im- 
provement im the monthly rate 
with shipments expected to go as 
high as 100,000 tons in January and 
perhaps 150,000 tons a few months 
ifter that. If. the expected improve 
ment docsn’t come through accord- 
ing to schedule, the administration 
will not hestitate to ask the new 
Congress for legislation to create a 
centralized agency to buy and sell 
German scrap. 

Commerce has already made one 
try for this centralized agency— 
ind failed. It began pushing the 
idea last’ summer under the Taft 
Voluntary Allocation Law, but was 
forced to give it up late last month. 
\t that time the Justice department 
threw out a voluntary scrap allo 
cation scheme blueprinted by Com 
merce officials. Justice saw trouble 
ahead because of the price-fixing 
han in the voluntary allocation 
law. 

U.S. scrap dealers are not espe- 
cially worried about dropping the 
plan, although all but a handful 


gave it their approval early in Sep- 
tember. They feel that the interest 
that time has done 
them some good. In the last several 
wecks, trade sources say, they have 
been picking up contracts from 
speculative scrap operators who are 
now selling out. Regular dealers 
figure that: 

In the first place, the speculators 

most of them new to the game— 
didn’t want to be around when the 
government turned the heat on. 
Besides, a number of them discov- 
ered that it might be easy enough 
to get a German dealer to sell them 
sone scrap, but that it takes a lot 
of capital really to sew up a con- 
tract. Tor example, even if the 
U. S.-British Joint Export-Import 
Agency at Frankfurt approves a 
dealer, the buyer has to put up 90 
percent of the contract’s value be- 
fore it can be loaded for shipment. 
That can run into big money— 
close to $1,500,000 for a 50.000 
ton shipment 

So the “carpetbaggers” are pack- 
ing up, unloading what they can, 
and checking out. End result is 
that regular scrap dealers are now 
getting an increasing share of Ger- 
man business. 


created since 
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A GRACEFUI 


area. 


SUSPENSION BRIDGE, 


Delaware River south of Philadelphia under plans for development of the city’s port 





with a 2,050-ft. span, would cross the 


The bridge would carry six lanes of vehicular traffic. 


$971 million Philadelphia port plan 
includes major civic face-lifting 


If the tw 


oncerned approve 
: : pI 
th 291,000,000 proposal for tl 


HC 


ee 
establishment of a virtual port au 


thority along the Delaware River, the 

ults w l n cngin 
tace-lifting for the Philad Iphi i-Can 
den waterfr 

Submitted to the Delaware Ri 
Joint Commission for approval by th 
commission and by the legislatures of 
Pennsylvania and New Jersey (ENR 
Dec, 2,.p. 15), the repo lls for a 
re-statcement of th mmimission s fun 
tion mit W tablish it tua 
iS a port authorit Th NMISSI 
now nhined t peration of the exist 
ing Philadelphia-Camden Bridge 

If the plan is approved, the commi 

m’s dutics would excecd those of 
the Port of New Y \utho 
cxample ) that the commission 


} 
operate the 


ind Camden, in addition 


would actu lly 
Philadelphia 


ports ot 


14 


to building and operating transpor- 


m facilitic the basic 


on for the report Was a 


One ot Tea- 
search for 
halting a continuing 

Biggest single item of construction 
nder the new plan would be a $43, 
H00,000 lge across the 


suspension bridge 
incorporate a 


Delaware that would 
2.050 ft 


to Philadelphia fr 


center span to provide access 

south, and to 
into closer communication a 
f New Jersev suburban areas 


wmnNocr OF 
The Knappen Tippetts Abbett En 


m th 


ginecring of New York City, sub 
nitted the report on a long-range basis, 

ding for progressive construction 
vork over a period of years. It recom- 


mended, in addition to the bridge, a 
system, expansion of rapid 
ransit lines and rapid transit service 
wer the existing Philadelphia-Camden 


bridge, construction of an claborate ap 


OTT Tallwa 
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proach-road system for the new bridge, 
rehabilitation of existing piers on both 
sides of the mver, central truck ter 
minal, and many other features that 
would change the appearance of the 
two cities 

The $32,000,000 pier construction 
program, incidentally, is recommended 
only if it becomes apparent that the 
commission cannot take over and mod 
ernize existing piers owned by the two 
cities. This latter program would cost 
about $7,500,000, the engineers said, 
ind would return to use many piers 
How lc ised out as Ww irchous¢ 

The report itself is somewhat 
unique, in that in addition to engineer 
ing and financial matters, it concerns 
itself with a public relations program 
which the engineers feel to be neces 
sary to restore the port’s freight-han 
dling position; and with legal matters 
involved in the necessary legislation 
that would have to be approved by the 
two states to implement the program 

In addition to the many projects 
recommended, the report also takes up 
nearly one hundred other matters, pro 
posed in past vears. Most of thes¢ 
including a new administration build- 
ing for the joint commission—were 
discarded at least for the present, after 
a thorough study of economic and en 
ginecring feasibility. 

Pollution of the Delaware River 1 
ecognized by the report as being a 
deterrent to its use by passenger ships 
ind freighters. Shippers are discour- 
iged from using the port, and indus 
trics cannot use the raw river water in 
their Recreation facilities 
are hampered and the once thriving 
shad fisheries are no more. 

Formation of the Interstate Com- 
mission on the Delaware River Basin 
INCODEL) has greatly advanced 
efforts to climinate this pollution 
problem. The Knappen study dis 

degree of pollution and 
sources of contamination, recommend 
ing education of the general public in 
blems of pollution abatement 


processes. 


usses the 


the pro 


Long-range plans 


Unlike manv port-development pro- 
grams which concern themsclves with 


oping with a rising trafhie-volume, this 


program also contains a section de 
voted to means of increasing motor 
trafic over the new bridge and other 
facilitics The development of the 


towns south of Camden as large resi 
dential areas for metropolitan workers 
1 desirable activity for the 
unimission, and sections of the report 
are devoted to this phase. Develop 
ment of a $32,000,000 rapid transit 
lines that would tap this area is also 
recommended 
Among the 1 


seen as 


commendations — for 
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OVERALL PLANS for the development of the ports of Phila- line), pier work on both sides of the river, a new bridge in South 
delphia and Camden include rapid transit lines in South Jersey Philadelphia, and purchase of two bridges upriver. A_ port 
(dotted lines), a port railroad on the Pennsylvania side (solid — authority would operate all building and transportation facilities. 





MARINE TERMINAL development would include construction ~=UNION TRUCK TERMINAL would be a comparatively small 


of new cargo sheds, improvement of wharfage facilities, and con installation to be used as “‘pilot plant’ for later expansion and 
necting railroad links. improvement. 

the future ar small boat harbor, 

yroduce market and a general met 


i ° 
chandise warehouse for use in connec 


ort operations. ‘The report 
emphasizes that these projects should 
not be undertaken until such time as 
the projects previously mentioned arc 


tion with 


( mnpleted 

Vhere exists a great interest in boat 
ing, and moorings are inadequate to 
handle the large number of pleasurc 
craft owned by residents of the area 
The suggested produce market, esti 
mated to cost $8,000,000 has previ 
ously been proposed by Department of 


¢ torr » o ‘Ty . C ° e ° 
Agriculture studies. A modern mer APPROACHES to proposed new bridge would tie in to the proposed north-south free- 
chandise warchouse, as an auxiliary to way along the Philadelphia river front, and make use of elaborate interchanges to permit 


the operation of the port, is recom free flow of traffis into the city. 
mended for future consideration. 
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James H. Sturdevant, 66, civil en 
gineer who spent many years in Syra 
cuse, N. Y., died Dec. 22 in Augusta, 
Ga. A civil engineering graduate of 
Cornell University, 1905, he did work 
on the N. Y. State Barge Canal, and 


was associated with the New York 
State Highway Department for 20 
years. In 1939 he moved to Beaufort, 
S. C., and during World War II he 


vas with the Army Engineers at the 
Columbia, 8. C., base. At the time of 
is death he was connected with 
) 


Patchin and Zimmerman Engineering 
Co., in Augusta 

Richard C. Beckett, sanitary 
engineer for the Deiaware State Board 
of Health, died Dec. 16 at Wilming 
ton, Del. Beckett also was executive 
secretary of the Interstate Commission 
m the-Delaware River Basin. He was 
1 graduate of Pennsylvania State Col 
lege, 1916, and at one time served as 
assistant engineer on the Pennsylvania 
State Department of Health 


55> 





William §S. Hall, 57, former profes 


sor of civil engineering at Lafayette 
College, Easton, Pa., where he was 
issociated for 64 years, died Dec. 15, 
it Easton. He was graduated from 
Lafayette in 1584 and joined the 


Fre 
aculty. He 


ind 


taught civil engineering 
mathematics and headed the 
mathematics department from 1912 to 
1934, when he retired. He 


f the faculty for 40 


Was CICTK 


Vears 


Eric Haquinius, 54, research analyst 





for the Army Map Service, died Dec 
25 at Washington, D. ¢ \ native 
of Sweden, he attended Lund Gym 


nasium, and studied civil engineering 


it the University of Sweden. He came 
to the United States in 1916 and 
fter the first world war joined the 


Geological Survey as phototopographic 
rom 1933-34 he was state 
Texas for the USGS and 
was also f surveys in the Brazos 
River Conservation District. Just be 
fore World War IT he worked as chief 
nginecr of the Red River 
lepot and during the wat 

icutenant in the engineers in 
North Africa Italy. He returned 
] from a rounc 
for the Army and 


in assignment 


ngineer. 


up¢ rvisor for 


hief 
lei 


ordnance 

] 
served as a 
lon 


ma 





Henry B. 
stant engin 
Board of Pub 


Worth, Fla., 


Drowne, . forme 

r of the Rhode Island 
Roads, 

n Dec. 27 





1 ' 
died it | IK¢ 


He was pro 


16 


fessor of civil engincenng at Brown 
University for several years before 
World War I; taught highway engi- 
neering for a time at Columbia Uni 
versity; and later became associated 
with the Lane Construction Co. Mr. 
Drowne was co-author with Arthur H. 
Blanchard of a textbook on highway 
engineering and was associate 
editor of the “American Highway En 
gineering Handbook’. 


} 
also 


Vheodore B. Bush, 61, engineer of 
the Honolulu, ‘T. H., Bureau of Plans 
died Dec. 22. Mr. Bush received civil 


ind electrical engineering degrees from 


the Pennsylvania State College in 
1910. He first went to Hawaii in 
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191+, joming the city public works 
department in 1920. 


John Randolph Thrasher, Jr., +7, 
resident engineer for the recently com- 
pleted Ladd Memorial Stadium, died 
Dec. 27, in Mobile, Ala. Mr. Thrasher 
was graduated from the University of 
\labama and later was with the ‘Ven- 
nesee Highway Department. He served 
tor many years as captain in the U. S. 
Corps of Engineers and was assistant 
to the chief of the operation division 
ot the Mobile District office 


James F. Covington, 56, 
resident engineer of the 
necrs, Wilmington, N. C 
Fort Bragg, died at 
8: ©... Bec: 19 


assistant 
Army engi 
, district, at 
Bennettsville, 


James Herlong, 74, retired civil en 
who built many streets in 
Miami, Fla., while connected with the 
city’s engineering department, died 


Dec. 24. He had lived in Florida for 
62 vears 


gineer, 


Emest H. Groot, 73, 
neer in chat 


former cngi 
ge of Ohio River locks and 
from Madison, Ind., to Cairo, 
Il.. died at Louisville, Ky., Dec. 30 
He had retired in 1944 after 42 years 
with the U.S. Engineers. He was an 
enginecring graduate of Ohio Northern 


University 


dams 


Fred C. Eisnaugle, +5, bridge super 
intendent in the Franklin County, 
Ohio, engineering department since 


1942, died Dec. 27. 
W. E. Vest, 82, superintendent of 
the citv water department at Char- 


lotte, N. C., for 36 vears, died Dec. 30. 
He obtained his civil engineering de 
eree from the University of Kentucky 
and joined the Southern Railway as a 
civil engineer in 1889, serving with the 
railroad until he became superintend- 
ent of the Charlotte water department 
in 1910. He was the first North Care 
linian to receive an honorary life mem 


bership in the American Water Works 


\ssociation and was a director of the 
sociation in 1930-31 
Harold H. Johnson, 61, superin 


tendent of operations and maintenance 
for Region 6 of the Bureau of Reclama 
tion, Billings, Mont., Dec 
17. A 1910 civil engineering graduate 


of the U Wis 


vent into reclamation work 


died ther 
niversitv of msin, he 
immed 


lv upon graduation 


s 


Charles H. Bares, 80. an Indiana 

mtractor for $5 vear’rs, dicd it Ander 
son, Ind., Dec. 29. He had built a 
] 


large number of post office buildings 
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While you’re looking 
through a transit, take a look 


at what's behind it 


Be especially sure of the optics. 


Ample illumination, a flat, brilliant, color-free image, freedom from 
distortion, choice of magnification, rigid construction, and smooth 
focusing adjustment—you get all that and more in a Gurley transit. 

Gurley craftsmen with modern equipment and precision methods 
control lens production from the raw glass up—even design and 
make their own grinding and polishing tools. Every finished lens is 
tested under helium light for exact conformity to a master test plate. 
Result: Gurley telescopes actually reach the theoretical limit of op- 
tical performance. Certified tests prove it. 

Yes, take a good look at what’s behind the transit you buy. In a 
Gurley you get the product of more than 100 years’ concentration on 
instrument manufacture. The Gurley is the lightest, “ruggedest” 
transit available—every part precision-made in the Gurley plant 
under supervision of field-experienced engineers. Gurley features 
include: Reversion-type telescope level vials; forged, heat-treated 
limbs with accurate graduations on non-tarnishing surfaces; integral 
axles and telescopes mounted in multi-groove axis bearings; and 
many other field-proven advantages. And it’s backed by an unquali- 
fied guarantee. 

That's why so many engineers say, “Give me a Gurley every time” 
Write for Bulletin 50. 


WwW. & L. E. GURLEY, UNION PLAZA, TROY, NEW YORK 


Surveying and Engineering Instruments, Hydraulic Engineering Instruments, Standard Precision 
Weights and Measures, Paper and Textile Testing Instruments, Aeronautical Navigating Instru- 
ments, Meteorological Instruments, Reticle Making Facilities. 
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tered Gurley lenses. 


GURLEY 


eying and Scientific Instrument Makers 
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Simultaneous light test and edging 
operation assures accurately cen- 
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When gallonage is limited 
...and solids are not 


wpecify 
Ee Tee x 8 


the SHONE 





' _. Pneumatic 
| 


SEWAGE EJECTOR 





For handling crude sewage and 
sludge—30 gpm up to 1000 gpm 
—in municipal systems, industrial 
plants, institutions and city buildings, 
the famous Shone Pneumatic Ejector 
is trusted the world over. Wherever 
uninterrupted operation is essential 
and particularly where gallonage is 
limited but solids are not, the Shone 
is an efficient, safe, dependable 
answer. 


no screens no sewer gas 
no shredders no wet well 
no impellers no danger 

no complicated piping 
Sewage can't get in compressor 


Ejector can be operated under 
water, and from distant com- 
pressor—any number of ejectors 
from one compressor. Special de- 
signs for unusual requirements. 


For additional information, refer 
to Sweet's Files—and for complete 
engineering data write for Bulletins 
4004 and 4303. Please use your 
regular business letterhead. 


YEOMANS 


UC EM eT LY 





1445 North Dayton St., Chicago 22, Illinois 
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Cyclotron parts make transport puzzle 


With half of the intricate job of moving huge chunks of steel completed 
Carnegie Institute of Technology is now awaiting delivery of the coils for the 
magnet ¢f what will be the world’s most powerful cyclotron 


The cyclotron, to be set up on a site 
at Saxonburg, Pa., will be capable of 
developing +00 million volts of energy 
with which to bombard atoms to aid 
nuclear research. Although somewhat 
smaller than other cyclotrons now in 
existence, the Tech machine will be 
more powerful than any now operat- 
ing, and weigh in total about 1,500 
tons. 

First units of the huge machine 
fabricated at the Homestead Works of 
the Carnegie-Illinois Steel Corporation 

include twelve separate pieces weigh 
ing a total of more than 3,000,000 Ib. 

Shipment of the finished parts from 
Homestead to Saxonburg—a distancc 
of 28 miles—was no simple job 
Among. other complications, there 
were only six flat cars in the United 
States capable of supporting the 
gigantic steel blocks. 

At the Saxonburg railway siding a 
150 ton locomotive crane with a spe 
cial 65 ft. structural boom was used to 
load the blocks on truck-trailers. 

The crane lifted each block from the 
flat cars and trucks backed onto a spc 
cial gravel and board temporary road 
bed. Workers twisted the block 
slightly until it was in exact position 
in which it was to rest on special 
timber piles built on the truck trailer, 
and the beam was then lowered onto 
the trailer. The 125-ton trailer trucks 
settled visibly and the crane released 
the weight, and finished with only 
about 2 in. of clearance to the road. 

The trucks moved up the road in 
low low-gear and low third gear, some 
times reaching eight miles per hour 
and sometimes creeping along at less 
than one mile per hour. 

When trucks reached the nuclear 
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research center, they were backed into 
the partially finished cyclotron room 
which has extra large doors and a drive 
way, and workmen, using four 100-ton 
handle lever jacks, managed to jack 
the pieces off the truck to realease the 
vehicle. 

The magnet, of an improved design 
and representing a radical departure in 
design will produce a magnetic field 
strength greater than that obtained in 
any other cyclotron. Tech scientists 
have announced. 

The next great shipping problem 
facing Carnegie physicists will be the 
shipment of the magnet coils from the 
Brooklyn Navy Yard in New York City 
to the Research Center. Since the 
coils are too high for railroad tunnels, 
ind too wide if loaded horizontally to 
pass other trains en route, present 
plans call for the monster equipment 
to travel by motor truck overland. As a 
last resort, however, the school is pre 
pared to carry the coils by water 
iround the Gulf of Mexico and up the 
Mississippi River, ending with a short 
werland haul to Saxonburg, Pa., the 
site of the new machine 


juan 


Also Recorded 


Helicopter Delivery—The United 
States Forest Service recently solved 
the problem of getting construction 
timbers to the top of 2,500-ft. Pequaw- 
ket Mountain near Kearsarge, N. H.., 
by using a helicopter. The timbers 
will be used to rebuild a fire lookout 
station. An average of 250 Ib. was 
carried on each trip. Government 
officials figured it cheaper to fly the 
material than to have men “pack’”’ it. 
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tt YOUR SPECIAL 
FABRICATED MUETAL WELOS/ 


rt Levinson Sales Engineers have found that placing fabricated metal contracts 
is not always as easy as it seems. When you consider the endless types of 
metal fabrication and the various kinds of metals, you can readily appre- 
ciate the many problems that arise. 

Levinson now has a new department designed to handle such metal fabri- 
cation problems. These new facilities enable us to study your requirements 






d , : é 

‘d with you, help determine the most economical method to use, and, in many 
n cases, see to it that your job is done with a minimum of difficulty and at the 
re lowest possible cost, regardless of the metals or processes used. 

. 2 We extend to you a cordial invitation to take 

it advantage of this special Levinson service 

as h, 2 

: LEVINSO 

: EVINSON stTEEL COMPANY 
| ts-1 31 PRIDE ST., PITTSBURGH, PA. 
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MUNICIPAL AFFAIRS 


a a a 
pm ’ 


NEW YORK INTERNATIONAL AIRPORT is still the scene of much construction 
activity despite the complete appearance given in this air view. Bids were recently 
taken on the double hangar which had been designed both in steel and concrete (ENR, 
July 29, p. 9). Low bid was in steel—$4,212,865 by Stock Construction Corp. of New 
York. Low bid for concrete construction was $4,333,600, submitted jointly by Corbetta 
Co., Inc., and Del Balso Construction Corp. 


Airport Activities 


Mayor Thomas A. Burke of Cleve- 
land, Ohio, will ask for another vote 
on the city’s $9,000,000 airport bond 
issue at the next November election. 
The official count on the recent vote 
showed that the airport proposal re- 
ceived only 60 per cent of the 65 per 
cent majority needed. 

It is expected that the federal gov 
ermment may soon approve plans for 
the half-millon dollar adminstration 
building for the International Airport 
at Tampa, Fla. A special survey has 
just been made by the Civil Aero- 
nautics Authority. 

A great deal of other airport work 
was under way or planned last weck, 
were assured of funds to 
finance their plans. 

The master plan of Boise, Ida., for 
long-range improvement of the mu- 
nicipal air terminal has been approved 
by CAA. Construction is expected to 
start next spring on a new taxiway and 
on the remodeling of the terminal 
building. 

Work on the remodeling and ex 
pansion of Sky Harbor airport at 
Phoenix, Ariz., is going ahead with 
$1,500,000 realized from revenue 
bonds recently approved. ‘The $5,500,- 
000 development will require about 
three years for completion 

Spencer Construction Co., Carroll 


as cities 


20 


ton, Tex., has the grading and drainage 
contract at $700,795 for the $11,500,- 
000 greater Fort Worth International 
Airport at Arlington between Fort 
Worth and Dallas, Tex. 

Brig. Gen. Kenneth Cooper, assist- 
ant adjutant general of Ohio, has an- 
nounced plans for a $1,000,000 instal- 
lation at the Mansfield Airport to 
house the 164th Fighter Squadron of 
the Air National Guard. 

For the Schenectady County, N. Y., 
airport a $1,500,000 U. S. Air Force 
construction program has been an- 
nounced for Air National Guard 
facilities. 

First work has started at Houston, 
Tex., on the $6,000,000 improvement 
program for the municipal airport. 
Russ Mitchell is the contractor for 
taxiways, drainage, a 500-ft. runway 
extension and four parking aprons. 

The Illinois Department of Engi 
neering and Architecture has approved 
expenditure of $260,000 to improve 
uirports in Alexander County, Mur 
dale, and Harrisburg. 

McCarthy-Pohl Contractors, Inc., 
have submitted a bid of $1,690,161.50 
for improvements at Lambert-St. Louis 
Municipal Airport, including 2,900, 
000 cu.yd. of grading and 28,000 lin. 
ft. of 8-in. to 48-in. pipe drains. 

Construction projects have been 
completed by the Illinois Department 
of Aeronautics on four airport sites at 
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Alton, Lacon, Salem and Mt. Vernon. 
A multi-million-dollar Class 5 air- 
port is to be constructed in the south- 
western edge of Shreveport, La. Work 
on the new airport, which will accom- 
modate the largest commercial aircraft 
will get under way in the near future. 


Highway Projects 


The city council of Baltimore, Md., 
is considering the publication of a 
long-range master plan for the city’s 
highways. Commissioner Arthur D. 
McVoy says the commission is working 
with the Maryland State Roads Com- 
mission, county officials and all other 
agencies concerned. The study of ex- 
pressways and a truck route are on the 
agenda, while the department of high- 
ways of the District of Columbia has 
asked for $4,263,543 for seven major 
projects including the reconstruction of 
Military Road N. W. through Rock 
Creek ?ark. 

Other highway developments: 

A contract for $3,100,000 worth of 
work has been let for the 9,536-ft 
Nueces Bay causeway at Corpus 
Christi Tex. Fagan Mason, resident 
engineer will supervise the job. Austin 
Bridge Co., Dallas, has the contract 
for the causeway, and Brown & Root 
for the approaches. 

City officials of Tampa, Fla., hope to 
get long-delayed street repair and trol- 
ley removal under way soon. The new 
city budget provides for street work 

In the meantime, several cites in 
Illinois on the Mississippi River oppo- 
site St. Louis, Mo., are asking the 
state to help them in flood control 
problems. Representatives of East St. 
Louis and the East Side Levee, and 
Sanitary District urged a $10,000,000 
appropriation to pay for projects to 
protect their portion of the “American 
bottoms” lowland area. 

Belleville officials, concerned by 
property damage resulting from over- 
flows of Richland Creek, asked state 
help in financing a $1,500,000 culvert 
and bridge improvement program. 

He said building of facilities to 
channel this excess water directly into 
the Mississippi River would go far 
toward safeguarding Granite City, 
Venice, Madison and Nameoki, as well 
as East St. Louis, from repetitions of 
a costly 1946 inundation. 


Seattle Sewer Project 


»]ans are nearing completion at 
Seattle, Wash., for the first unit of a 
$7,500,000 sewer project in the Lake 
City sewer district, north of the city, 
reported to be the largest sewer project 
ever undertaken in the Pacific North 
west 
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treatment plant, 11 lift stations and 
175 miles of sewer lines. General ob- 
ligation bonds totaling $800,000 al- 
ready have been voted and residents 


The project includes a $1,500,000 | 


of the area will vote Jan. 18 on au- | 


thorization for issuance as needed of 


utility revenue bonds amounting to 


$6,700,000. 


The sewer district comprises 7,400 | 


acres in which a count last August 
showed 9,150 homes, all served by 
septic tanks. Installations will be paid 
for either by assessment of $1. per 
front foot plus a service charge of 
$2.58 a month, or $3. a front foot 
plus a service charge of $1.25 a month, 
or by an equivalent combination of 
assessment and monthly charge. 


Engineers Parker & Hill are pre- | 


paring plans for the sewer lines while 
James W. Carey & Associates are plan- 
ning the treatment plant and lift 
stations. 


The primary and secondary treat- | 


RUST 


Costs the Nation *6,000,000,000* Yearly! 


ment plant will be of the activated 
sludge type, planned for a capacity of 
7,000,000 gal. of sewage a day, based 
on a projected population of 70,000 
for the area. Construction will be of 
the common-wall unit type, with the 
first unit having a capacity of 1,000,- 
000 gpd. An outfall line will carry 
the treated sewage 700 ft. out into 
Lake Washington, 25 miles long, 
which borders the district on the east 
side. 

Vacuum filtering is being consid- 
ered in place of sludge beds for drying 
the inactivated residuc, because it is 
difficult to carry on outdoor drying 
during winter months. 


Los Angeles Auditorium 


A civic auditorium and an opera 
house for Los Angeles to cost between 
$40,000,000 and $50,000,000 has been 
proposed by Greater Los Angeles 
Plans, Inc., a non-profit group of busi- 
nessmen backed by Mayor Fletcher 
Bowron, and by city and county off- 
cials. Ground for the two projects has 
been purchased and a group of archi- 
tects under Wallace K. Harrison is 
making sketches and plans. 

The auditorium would be on a 23- 
acre site, with space for parking 5,000 
automobiles. Architectural drawings 
picture the auditorium as an oval, 
glass-walled building with a maximum 
seating capacity of 20,000. The opera 
house, to seat 4,500, features auto- 
matic sliding walls to permit changes 
in seating capacity. 

Actual construction is expected to 
get under way by the end of 1949, with 
bids in May or June, following com- 
pletion of plans now being formed in 
the architects’ offices in New York 
and Los Angeles. 
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Less Spectacular than a Tornado... 


Day and night—twenty-four hours a day—rust gnaws at your 
property. Not as dramatic as a tornado or other fear-inspiring 
disaster, rust costs you plenty in a year’s time. You pay your 
full share of the nation’s annual $6 billion loss from rust.. . 
unless you protect iron and steel surfaces against this 
metal-consuming menace. 


RUST CAN BE STOPPED! Industry, railroads and public 
utilities find Rust-Oleum the best answer to their rust problems. 
It seals the surface so thoroughly that rust can’t get started. 
Applied to iron and steel—even where rust has already 
begun — Rust-Oleum resists destructive conditions ... rain, 
snow, dampness, salt air, heat, fumes and ordinary weathering. 


* Estimated on the basis of 2% wastage of iron and steel due to rust. 











@ Get the Facts! 


Stop this destruction. Metal replacement is 
costly! Save your property with Rust-Oleum. It 
gives lasting protection. Tell us your rust prob- 
lems. We'll send you specific recommendations 
promptly. See our complete catalog in Sweet's, 
or write us today for your copy. 


Rust-Oleum is available for immediate delivery 
through Industrial Distributors in all principal 
cities . . . who stock Rust-Oleum and other 
factory supplies for your convenience. 


RUST-OLEUM corporation 


2475 Oakton Street, Evanston, Illinois 


RUST PREVENTIVE 


Stops and Praveen 


January 13, 1949 







































































RUST-OLEUM 
Stops Rust! 
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MEN AND JOBS 





Bryon P. Lyons, of Baton Rouge, 
has been appointed chief engineer of 
Louisiana State Department of Public 
Works. Mr. Lyons succeeds Leo Odom 
who resigned last May to go into pri- 
vate practice. C. A. Bell, southwestern 
district engineer, who has been acting 
chief engineer, will return to’ his for- 
mer position. Mr. Lyons received his 
engineering degree in 1912 from Tu- 
lane University. 


Raymond L. Stevenson has resigned 
as county engineer of Black Hawk 
County, Iowa, to become an engineer 
for the Alfred Olson Construction 
Co., of Waterloo. He is succeeded by 
Clarence Baldwin, also of Waterloo. 


M. H. Lander, of Wilmington, 
N. C., is supervising engineer on the 
construction of 16 jetties designed to 
halt erosion of the shore at Kure 


Beach, N. C 


L. O. Hopkins, Nashville, ‘lenn., 
has been made consulting and assistant 
engineer by the Harrison County, 
Miss., commission to aid in building 
movable and mechanical draw span 
bridges in the county. He will work on 
the Bay of Portage, Adam’s bridge over 
Wolf River, Handsboro bridge over 
Bayou Bernard, Popp’s Ferry bridge 





William Brewster, 8th. West Virginia 
district engineer of the Publie Roads 
Administration, retired recently after 


29 vears of continuous service. His sue- 
cessor will be John C. Cobb, highway 
engineer of the P.R.A.s Charleston. 
W. Va. office. Mr. Brewster went to 
West Virginia in 1919 after a tenure 
with the Cuban Department of Public 
Works, the highway department of 
Manhattan Borough, New York, and 
engineering firms in New York and 
New Jersey. He retired from his federal 
position because of the age limit. 
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over Black Bay of Biloxi, and possibly 
Rouse’s bridge over Wolf River. 


Warren W. Clark has opened an 
office in the Pacific Bldg., Salem, Ore., 
to specialize in structural engineering. 
He. was graduated from Iowa State 
College in 1936. For six years he was 
with the Natural Gas Pipeline Co. of 
America prior to the war. After four 
years in the Army in the Southwest 
Pacific, he joined G. R. Boatwright, 
civil engineer of Salem, and continued 
with him until Nov. 1. 


Jack W. Rodner, Bureau of Reclam- 
ation engineer, has been named district 
manager of the Tulare Basin District at 
Fresno, Calif. He succeeds Robert B. 
Cozzens, resigned. As district man- 
ager of the Lower San Joaquin District 
for the last two years, Rodner has 
directed Central Valley Project work 
on the ‘Tracy pumping plant, the 
Delta-Mendota Canal, and the Contra 
Costa canal. The Tulare Basin District 
includes all Bureau work on the Friant 
Dam, the Friant-Kern Canal, and the 
Kings, Tule, and Kern Rivers. Rodner 
is a graduate engineer of the University 


of Idaho 


Jack Ammann, photogrammetric en 
gineer of San Antonio, Tex., an 


P. T. Samuel, chief of the marine divi- 
sion in the Philadelphia District, Corps 
of Engineers, will retire soon. As chief 
of the division, he was responsible for 
the design and construction of all 
major items of floating plant for the 
Corps of Engineers. Since 1939, when 
he first assumed charge, the program 
of the division has been greatly ac- 
celerated. During the war under Mr. 
Samuel’s guidance it successfully 
coped with the unprecedented demand 
for design and construction of floating 
plant for military operations. 





nounces the opening of an castern 
ofhce at 34 Webster Avenue, Man 
hasset, N. Y. William H. Mever, Jr., 
will be manager. 


Edward P. Dolan has been named 
town engineer of New Canaan, Conn. 


Col. Francis H. Falkner, Pittsburgh, 
Pa., district Army engineer, who is ill, 
has been replaced temporarily by Col. 
Alexander M. Neilson, Huntington, 
W. Va., district engineer 


David Jack, city engineer of King- 
ston, Ont., has resigned to go with the 
Construction and Engineering Co., 
and will be succeeded by Howard S. 
Dick, deputy city engineer, as acting 
city engineer until a permanent ap- 
poitment can be made 


Harry C. Anderson, of the public 
works staff in British Columbia, has 
been appointed chief engineer. N. W. 
Macpherson, formerly senior executive 
with the public works department in 
Alberta, has been named as deputy 
minister of public works. Neil MMe 
Callum has been appointed assistant 
chief engineer and Evan S. Jones main- 
tenance engineer. These four officials 
will serve as the personnel of the B. C 
Highway Board, which advises as to 
the cost on all highway planning and 
construction 


Vincent B, Clarke, city engineer of 
\nsonia, Conn., has been named to a 
special committee to study pollution 
»roblems in the state. Richard Martin, 
director of the State Water Commis- 
sion, iS heading the pollution study 
program. Ansonia is included in 14 
towns and cities of Connecticut where 
sewage treatment plants will be built 
in the near future. 


Frank M. Williamson, tor the last 
two and a half years design engineer 
of the Allegheny County, Pa., Sanitary 
Authority, has gone with Gannett 
bleming Corddry and Carpenter, Inc., 
is sanitary engineer in charge of the 
sanitary section of the company at 
Pittsburgh. For 20 years he was in 
the sewage treatment plant design 
section of the Sanitary District of Chi 
cago. During the war he served in the 
Corps of Engineers and the Sanitary 
Corps, and was sanitary engineer with 
the military government in Okinawa 
ind Korea. Another accession to the 
Pittsburgh office is Quentin L. Hamp- 
ton, formerly of the Allegheny County 
Sanitary Authority, who is sanitary de- 
sign enginecr. He served in the 
Pacific with the Army Corps of Engi- 
neers and with the U. S. Engineers 
Department in Florida 
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15 TON 


CAPACITY 


This 50,000 pound Mobile Crane is a com- 
pletely new member of the UNIT Crane 
and Shovel line. Designed for both “on 
and off” highway operation. So compact. 
it works efficiently even in small, cramped 
quarters, “in or out” of the yard. 


®@ Rugged . . . Perfectly Balanced 

® Hook Roller Construction 

®@ Controlled and Operated by ONE Man 
© Powered by ONE Engine 


© Hydraulic Steering . . . Air Brakes and 4 Speed 
Air-Actuated Transmission 

®@ Heavy Duty, yet operated with remarkable 

SPEED ... SAFETY ... ACCURACY... ECONOMY! 


UNIT CRANE & SHOVEL CORP. 
6315 W. BURNHAM STREET 
MILWAUKEE 14, WISCONSIN, U. S. A. 


Both the UNIT 1520 
and 357 Mobile Crane 
are equipped with 
removable bumpers. 


Greater digging efficiency is attained in excavating by 
removal of one bumper. Permits additional space to low- 
er boom, thus increasing digging depth in trenching or 
other excavating jobs. Provides close-range operation on 
shovel work. jumper is bolted to undercarriage frame 
and its removal is a simple operation. 


You can tell it’s a UNIT by : : 
the FULL VISION CAB. There's 9 o 
no other cab like it 


SHOVELS *: DRAGLINES * CLAMSHELLS + CRANES + TRENCHOES + MAGNETS 
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From years of engineering experi- 
ence in heavy construction comes the NEW, 
COMPLETELY REDESIGNED 1948 Dorsey 
Low Bed HEAVY DUTY TRAILERS: Medel M 15-20-25 Tons 


Unusually rugged, sturdy and compact, the ae 
Dorsey Low Beds will move your heaviest ae 
equipment, power shovels, tractors, cranes, L 
or stationary machinery, with safety and —_——— 


efficiency. — eae | 


The Dorsey Low Bed Trailers have the 
lowest possible center of gravity and are 
equipped with the safest braking system, 
larger models being hydraulically operated 
through master cylinder actuated either by 


air or vacuum. — 


Here is a series of real Low Beds, with 
minimum platform height and including, as 


2K Standard Equipment, rear loading ledge, air Model MK 10-15 Tons 
3 or vacuum brake equipment, lights and 
a reflectors and tool box. 


Get the outstanding Low Bed Trailer TORSEY 
Get a Dorsey Lhe 


TRANSPORTATION ELBA, ALABAMA, U.S.A. 
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DEVELOPMENTS ABROAD 








BERLIN BRIDGE REBUILT-—Spanning the Havel River in western Berlin, this 
bridge is on the main route from British Gatow Airport to the center of the blockaded 
city. Importance of airlift traffic makes bridge completion vital. (Wide World Photo) 





Transport 

India—The government proposes 
to spend a billion dollars over a period 
of seven years for the improvement 
and expansion of railway transport. 
Orders for 470 locomotives at a cost 
of $55,000,000 were placed during the 
past year in the U. S. and Canada 
alone. 

India (including the princely states) 
possessed 33,984 miles of railroad as 
of last April. All of it, except 1,152 
miles, is owned by the nation and ad- 
ministered by the government. Em- 
ployees, officers and men total about 
a million. 

Highway construction in India has 
nearly reached the first year’s target of 
its five-year program, estimated to cost 
$207 million. The first year will end 
in March, and with two months still 
to go, about 6,000 out of 6,500 miles 
of new soads have been built. 


Mexico— This country’s good roads 
program, begun in 1925, will be 
pushed more than ever in 1949, with a 
view to improving the national econ- 
omy by providing more and more ade- 
quate overland transportation services. 
In making this announcement, the 
Ministry of Communications and Pub 
lic Works has stated that the road 
plans feature completion of the south- 
ern Mexican section of the Pan-Amer- 
ican Highway. 


Italy — Construction work on 
Rome’s new central railway terminal 
has resumed, and engineers report that 
the new group o! buildings, which 
will house offices as well as travel facil- 
ities, will be ready for public use by 
1950. Plans for the Rome Termini 
station were originally drawn in 1938. 

Two wings were completed prior to 


suspension of construction in 1943 be- 
cause of the war. Work is now pro- 
ceeding on the central building which 
will joi the two completed sections. 


Greece—Completion of the 430- 
mile Athens-Salonika highway has 
been announced by Colonel D. W. 
Griffiths, who heads up the detach- 
ment of United States Army Corps of 
Engineers advisors in Greece. 

This new highway, started over a 
year ago, runs roughly north from 
Athens through many principal towns 
in Eastern Greece. It connects with 
important rail and lateral highway 
routes which tie it up with the rest 
of the country. 


Industrial Construction 

Norway—Construction of pig iron 
and aluminum producing units, now 
under way at Aardal in western Nor- 
way, are slated for completion by 1950. 
his will mark end of a 40- year build- 
ing program involving construction of 
every phase of a modern hydroelectric 
production center—from dams and 
conduits to an underground power sta- 
tion, producing facilities, and a mod- 
ern industrial city. 

Present output of the Aardal alu- 
minum plant, which has been operat- 
ing since early this year, is 10,000 
tons per annum. This will be lifted 
to 12,000 tons by the beginning of 
1949. By January, the first electro- pig- 
iron furnace at Aardal will go into pro- 
duction and provide up to 30,000 tons 
each year. 


Mexico—Southern Pacific Railway 
of Mexico will spend $18,500,000 on 
various projects, featuring right-of-way 
improvements, bridges, and stations. 
The railroad has been restored to its 
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parent company, the Southern Pacific 
Railway, after being under control of 
the government since June 7, 1947. 
At that time it was taken over by the 
government to end a general strike 
It is Mexico’s largest privately-owned 
railroad. 


Austria lo help supply steel 
needed for recovery in Austria, E.C.A. 
has recently approved use of $4,300,- 
000 in construction of a modern 
blooming mill for making steel ingots 
for the Alpine-Montan Gesellschaft, 
Austria’s largest steel company. The 
blooming mill will be located in Dona- 
witz in the Austrian Alps. 

Because Austrian engineering spe- 
cialists found that superior equipment 
and earlier delivery could be obtained 
from American manufacturers than 
from European sources, the blooming 
mill and electric motors will be sup- 
plied by U. S. firms. The new elec- 
trically-driven mill replacing a decrepit 
steam-driven plant, is designed to pro- 
duce 40,000 metric tons of blooms and 
slabs a month on a two-shift basis. 


Australia—A steel] factory building, 
in sections, is enroute to Australia 
from Canada. The factory and ma- 
chinery are to be assembled upon 
arrival in Australia to produce cement, 
much needed in the Antipodes. In 
order to prevent the sections of the 
building and machinery from moving 
and damaging the steamers while on 
the seas, they were welded to the 
upper and lower decks. Two steamers 
were required for the operation. 


Housing 

Australia—During the coming fiscal 
vear there will be 48,000 new houses 
built in Australia, and work will start 
on 56,000 more. This estimate was 
given by the ,Minister for Public 
Works and Housing, at a recent con- 
ference of Federal and State Housing 
Ministers in Canberra. 

At a similar conference in 1946, the 
target figure was 60,000 completed 
houses each year. It is now suggested 
that to overcome the housing lag, the 
construction of pre-fabricated build- 
ings should be financed under an agree- 
ment between the federal and state 
governments. It is also pointed out 
that production of houses would be 
greatly helped by the arrival of more 
displaced persons from Europe. 


India—A loan of $6,000,000 from 
the Government of India to the Bom- 
bay Government has been sanctioned 
for its housing program. The Bombay 
Government has set apart a sum of 
$12,000,000 for new houses; of this 
amount, $7,500,000 will be spent on 
acquiring land and the construction 

(Continued on p. 29) 
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The Cast Iron Pipe Century Club is prob- 
ably the most unique club in the world. 
Membership is limited to municipal, or 
privately-owned, gas and water supply 
systems having cast iron mains in service 
for a century or more. 

Although the Club is formally estab- 
lished, there are no dues, no regular 
meetings, and no obligation other than 
to inform the Recording Secretary if and 


VAST TRON PIPE 
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DISTINGUISHED CLUB... 










ee A ee CLUB ROSTER 


BUREAU OF WATER, DEPT. OF PUBLIC WORKS 
Baltimore, Maryland 


CONSOLIDATED GAS ELECTRIC LIGHT & POWER CO. 


when the qualifying gas or water main 0 sacaiige lle se 


is taken out of service, or, sold for re-use. 

In spite of the unique requirement for 
membership, the Club roster grows, year 
by year. And why not, when answers to 
a questionnaire, mailed to gas officials 
in 43 large cities, show that original cast 
iron mains are still in service in 29 of the 
cities. And a survey sponsored by three 
water works associations, indicates that 
96% of all 6-inch and larger cast iron 
water mains ever laid in America are 
still in service. 


PUBLIC WORKS DEPT., WATER DIVISION 
Boston, Massachusetts 


BOSTON CONSOLIDATED GAS CO. 
Boston, Massachusetts 





BOARD OF WATER COMMISSIONERS 
Detroit, Michigan 








CITY OF FREDERICK WATER DEPT 
Frederick, Maryland 


THE HARTFORD GAS COMPANY 
Hartford, Connecticut 















BUREAU OF WATER 
Lancaster, Pennsylvania 


LOUISVILLE GAS & ELECTRIC CO 
Louisville, Kentucky 


CITY OF LYNCHBURG WATER DEPARTMEN) 
Lynchburg, Virginia 


If your records show a cast iron main 
in service, laid a century or more ago, 
the Club invites you to send for a hand- 
some framed Certificate of Honorary 
Membership. Address Thomas F. Wolfe, 
Recording Secretary, Cast Iron Pipe Cen- 
tury Club, Peoples Gas Bldg., Chicago 3, 
Illinois. 


MOBILE GAS SERVICE CORP. 
Mobile, Alabama 


NEW ORLEANS PUBLIC SERVICE, INC 
New Orleans, Louisiana 








DEPT. OF WATER, GAS & ELECTRICITY 
New York, New York 














DEPT. OF PUBLIC WORKS, BUREAU OF WATER 


Philadelphia, Pennsylvania 















PHILADELPHIA GAS WORKS CO. 
Philadelphia, Pennsylvania 





BUREAU OF WATER 
Reading, Pennsylvania 


DEPT. OF PUBLIC UTILITIES 
Richmond, Virginia 


DEPT. OF PUBLIC UTILITIES, WATER DIVISION 
St. Louis, Missouri 


THE CONSUMER'S GAS CO. OF TORONTO 
Toronto, Ontario 


DEPT. OF PUBLIC WORKS 
Troy, New York 





WILMINGTON WATER DEPT 
Wilmington, Delaware 


CITY OF WHEELING WATER DEPT 
Wheeling, West Virginia 





YORK WATER COMPANY 
York, Pennsylvania 


SERVES FOR CENTURIES 
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Small homes offer big value 


They‘re Radiant Heated 
with National STEEL Pipe! 


National Steel Pipe was used for the 


heating coils of a large numbe 
these houses because of its low 
cost, proved dependability, 
and ease of installation. 


of 


YMALL home buyers are getting real 
S value in Prairie Village, Kansas 
City. These Shackelford Homes offer 
a gas fired radiant heating system 
built with Nationa Steel Pipe. 

Prospective owners are looking 
forward to the comfort of warm, 
draft-free floors, and uniform heat 
throughout the house. Furthermore, 
they anticipate low operating cost of 
the radiant heating system. 

NaTIONAL Steel Pipe is ideal for 
radiant heating systems just as it is 
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Shackelford Homes, Prairie Village, Kansas City, Missouri. 


ideal for other types of hot water or 
steam heating systems. It is low in 
first cost, easy to bend and easy to 
weld. It expands at the same rate as 
concrete and plaster and acts as a re- 
inforcement for the floor. NATIONAL, 
the largest selling pipe in the world 
for heating purposes, offers the ad- 
ditional advantages of the Scale Free 
and Spellerizing processes. This 
means that the pipe interior is clean, 
smooth, free from mill scale, with 
minimum frictional resistance! 


NATIONAL Stee! PIPE 


January 13, 1949 e 


Write for free 48-page book, “Ra- 
diant Heating with National Pipe”. 
It brings you practical information 
as a basis for planning and installing 
an efficient steel pipe radiant heating 
system. Address National Tube 
Company, Frick Building, Pitts- 
burgh 19, Pennsylvania. 


NATIONAL TUBE COMPANY, PITTSBURGH, PA. 
COLUMBIA STEEL COMPANY, SAN FRANCISCO, 
PACIFIC COAST DISTRIBUTORS 
UNITED STATES STEEL EXPORT COMPANY, NEW YORK 
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of new tenements. Nez tly 3, 000 tene- 
ments are either complete or nearing 
completion in Bombay, Ahmedabad 
and Sholapur. 

The director of housing and chief 
architect to the Ministry of Health of 
the Government of India has an- 
nounced that the Indian government 
has decided to set up a factory in Delhi 
to turn out 100 pre- -fabricated houses 
per week. Another factory will be es- 
tablished in Bihar to serve the coal 
mines and steel industry, while a third 
will be located either in Bombay or 


Cutch. 


Mexico—A_ low-cost home colony 
of over 4,000 houses, with schools, 
stores and markets, is to be established 
in Mexico City at a tentative cost of 
$7,150,000. The project is to be fi- 
nanced by the Mexican Association of 
Insurance Institutions, which com- 
prises 71 companies. The association 
expects to start construction about 
February 1. 


Public Construction 

England—The Ministry of Educa- 
tion has announced that the target for 
educational building in 1949 will be 
over $200 million. Twice the size of 
the 1948 program, the new plan is 
designed to meet urgent developments 
in technical education and a greatly in- 
creased population of initia: chil- 
dren. 


New Zealand—The government has 
announced a plan to develop two 
ports, Westport and Greymouth, on 
the west coast of the South Island. 
The existing natural harbors of the 
South Island are Marlborough and 
West Coast, neither of which has com- 
mercial utility since the hinterland of 
each is rugged and thinly populated. 


Australia—Naval mines from the 
last war are to be used to broaden the 
navigable channel into Port Phillip 
Bay, the outer harbor of Melbourne. 
Work on this channel has been under 
way for the past 60 years, and the rocky 
passage has been blasted to an official 
depth of 43 ft. The primary object of 
the work has now been shifted from 
deepening to widening. 


Holland—Dutch authorities are ne- 
gotiating with E.C.A. for a large slice 
of the “counterpart” funds (at present 
$64,980,000) for the further reclama- 
tion of Zuiderzee. In the budget for 
for 1949 the Dutch Finance Minister | 
has curtailed allocations in this respect 
to continuation of only those reclama- 
tion works in progress. If the negotia- 
tions succeed, there would be a possi- 


bility of beginning reclamation of the | 


HARTFORD 


How can employers 
guard against large 
dishonesty losses? 


Your judgment in picking people for positions of trust may be 
of the very best, but it has to be based mainly on past records of 
character and integrity. It can give you no guarantee against future 
developments which may induce the most trustworthy employee 
to succumb to the combination of temptation and opportunity 
and become an embezzler. 


Fidelity Bonds offer business management the only positive means 
for dealing with this employee dishonesty risk. Such protection 
in its most modern and highly perfected form can be provided 
for your organization through Hartford Blanket Fidelity Bonds 
which offer: 


1. Repayment of losses of money, merchandise or other company 
property stolen by employees, whether or not the identity of guilty 
employees is known. 

2. Coverage on a// personnel — executives, sales staff, office workers 
and construction crews, watchmen and maintenance men, etc. 

3. Hartford Blanket Bond rates are at the lowest point in history. 

. Automatic protection against personnel changes, eliminating the 
danger of uninsured losses. 

5. Reduced record-keeping and handling expense, since it is unnec- 
essary to report personnel changes or make premium adjustments 
during the bond term. 


6. Freedom from personnel troubles —because Hartford Blanket 
Bonds cover a// employees alike, there is no cause for any feeling 
of discrimination. 


These and many other benefits of Hartford Blanket Fidelity Bonds 
are worth your consideration. Your Hartford agent or your own 
insurance broker will gladly furnish full information on request. 


HARTFORD FIRE INSURANCE COMPANY 
HARTFORD ACCIDENT AND. INDEMNITY COMPANY 
HARTFORD LIVE STOCK INSURANCE COMPANY 
Hartford 15, Connecticut 








Year in and year out you'l do wll with the Hartford 


large southeast polder. 
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Worthington-Ransome 
Blue Brute Distributors 


See ad on pages 42, 43 for list of 
equipment in each line 


Worthington-Ransome Distributors 


Alaska, Anchorage, Airport Mach. & Storage Co. 
Ariz., Phoenix, Lee Redman- Equipment Co 
Ark., Fort Smith, R. A. Young & Son 

Little Rock, R. A. Young & Son 


Calif., Richmond, Bay Equip. Co. 

Calif., L. A. Golden State Equip. Co. 

Calif., Sacramento, Bay Equip. Co 

Colo., Danver, Power Equipment Co. 

Conn., Wallingford, Wilhelm-Davies Co., Inc 


Fis., Miami, Allied Equip. Inc. 
Jacksonville, Ogden Equip. Co. 
Orlando, Highway Equipment and Supply Co. 
Panama City, Panama Mach. & Supply Co 
Tampa, Ppperson & Company 


Qa., Atlanta, Tractor & Machinery Company 


Ida., Boise, Olson Manufacturing Co. 
fi, Chicago, Thomas Hoist Co. 
lowa, Cedar Rapids, McNall Mach. & Supply Corp 


Kansas. Topeka, M. B. Salisbury Co 
Ky., Harlan, Croushorn Equip. & Supply Co. 
Ky., Louisville, Williams Tractor Co. 


Louisiana, Monroe, Louisiana Machy. Co., Inc 


Maine, South Portland, N. A. Burkitt, Inc 

Mich., Muskegon, re Machy. & Supply Co 

Mich., Detroit, W. H. Anderson Co., Inc 

Minn., Minneapolis, Minneapolis Equip. Co. 

Mass., Cambridge Field Machy. Co. 

Mass., West Springfield, E. F. Edson Co., Inc. 

Miss., Jackson, Jackson Road Equip. Co. 

Md., Baltimore, Paving Supply & Equip. Co. 

Md., Salisbury, Paving Supply & Equip. Co. 

Mo., Clayton, The Howard Corporation 

Mo., Kansas City, Machinery & Supplies Co., Ino. 

Montana, Billings, Seitz Machinery Co., Lnc. 
Helena, Caird Eng. Works 

Montana, Missoula, Miller Machinery Co. 


Nevada, Elko, C. W. Paul Hardware and Machy. Co 
N. J., No. Bergen, American Air Comp. Corp. 
N. M., Albuquerque, Industrial Supply Co. 
N. M., Roswell, Smith Machy. Co. 
N. Y., Buffalo, Murray Equip. Co. 
New York, Hodge & Hammond, Inc. 
N. Y., Syracuse, Mid-State Contr. Equip. Co., Inc. 
N. Y., Troy, Capitol Equip. Ine. 
N. C., Statesville. Interstate Equip. Co. 
N. D., Fargo, Smith, Inc. 


Ohio, Cincinnati, Carroll-Edwards & Co. 

Dayton, Carroll-Edwards & Co. 

Toledo, The Kilcorse Machs. Co. 
Okla., Oklaboma City, Tattan Douglas Equip. Co. 
Oregon, Portland, Anderson Machinery 


Pa., Bradford, Bradford Supply Co. 
rte Ensminger mo. 
echanicsburg, American Equip. Car 
Philadelphia, Metalweld, Inc. ” , 


Tenn., Chattanooga, Dempster Rros., Inc. 
Tenn., Knoxville, Dempster Itros., Inc. 
Nassville, Dempster Bros., Inc 
x., Amarillo, W. Carpenter Equip. 
Abilene, W. 'T. McClure Mach, Ga Oe 
Dallas, Shaw Equip. Co 
Houstom, So. Texas Equip. Co., Inc 
San Antonio, San Antonio Machy. & Supply Co 


Utah, Salt Lake City, J. K. Wheeler Mach. Co. 


Vt., Barre, A. M. Flanders. Inc. 
Va., Richmond, Highway Mach. and Supply Co 


W. Va., South Charleston, Allied Foul 
Wash . D. C., Paving Supply & uip. 7 og 
Wash., Seattle, Star Machy. Co 

Wash., Spokane, Star Machy. Co 

Wash., Yakima, Star Machy. Co 








Ransome Distributors 


0., Cleveland, H. B. Fuller Equip. Co 
Pa., Pittsburgh, Arrow Supply Company 


Worthington Distributors 


Md., Baltimore, D. C. Elphinstone, Inc. 

N. Y., N. Y., Air Compressor Rental & Sales 
0., Cleveland, Gibson-Stewart Co 

0., Columbus, Gibson-Stewart Co. 

Pa., Pittsburgh, Atlas Equip. Co 

Texas, F] Paso, Equip. Supply Co 

Wyoming, Cheyenne, Wilson Equip. & Supply Co. 


BoY BLUE BRUTES 


Worthington Pump and Machinery Corp. 


Worthington-Ransome Construction 
Equipment Division 
Holyoke, Massachusetts 
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NEW PRODUCTS 








Lettering Instrument 

Varigraph is small mechanical de- 
vice for reproducing many sizes of 
letters from a single template directly 
in ink or pencil. Letters are repro 
duced in any desired width combined 
with any desired height between 
0.075 and 0.750 in. Letter width and 
height are controlled by positioning 
two knobs. Device rests directly on 
surface being lettered and_ slides 
against any straightedge in being 
moved from one letter position to the 
next. In reproducing a letter a finger 
operated point follows the lette: 
grooves in the template. A wide range 
of Icttering template styles is available. 

-VariGRAPH Co., INc.. Lincoin 3, 
NEB. 


Torque Converter 

Torque converter and fluid coupling 
unit is specifically engineered to thc 
Gencral Motors Serics 71 two-cycle 
dicsel engine. Consists of four major 
elements: pump, turbine and two sta 
tors. The unit produces torque multi 
plication of up to 4 to 1. Easily adap 
table to a wide range of construction 
ind road-building machinery. Inte 
grated power plant occupies no more 
space than the same engine equipped 
with conventional clutch and power 
take-off. This accomplishment is made 
possible by emploving the flywheel as 
1 working component of the torque 

mverter assembly. Available in en 
gine ratings from 75 to 300 hp. Out 
standing characteristic is ability to pick 
up load with maximum lifting power 
and shift automatically from terque 
converter to fluid coupling in higher 
speed range.—Detroir Dirset EN 
cine. Drviston, Genera Morors 
Corpr., 13,400 W. Ourer Driver, De 
reorr 28, Micu 


Bituminous Impactor 
Tamping machine powered by Wis- 
consin gasoline engine weighing 23 
lb... consolidates bituminous paving 
ind patch material. Strikes 1,750-2.000 
blows while traveling over a 35 to 
42-ft. strip 25 in. wide. Can finish 
flush to curbs or car tracks. Recom- 
mended for widening work, street and 


road repairs, driveways and parking 
lots. Travels forward under its own 
power. Impactor and finishing shoe is 
heated by engine exhaust. - ~ WAYER 
Imacror, INc., 12 N. 3rp Sr., Co 
LuMBus 15, On1o 


Electric Concrete Vibrators 

Totally inclosed splash-proof elec- 
tric motors, watertight control stations 
and cable connectors, adjustable ball- 
bearing countershafts, and 360-deg. 
swivel mountings are features of two 
concrete vibrators. Shafts from motors 
to vibrating heads come in sections 
that can be cxtended to 35 ft. Flat 
coils reinforce cach end. Model HE 
has a full-load speed of 6,000 vibra- 
tions per min. and a 24-in head 
Model JE6 has a speed of 7,600 vibra- 
tions per min. at full load and a 14-in. 
head. —Srow Manvuracturinc Co., 
BincHAMTON, N. ¥ 


Hard-Facing Electrodes 

Two new tubular type shielded-arc 
electrodes designated as Faceweld No 
1 and Faceweld No. 12. No. 1 deposits 
a chromium carbide type alloy surface 
and is used for hard facing parts of 
plain carbon low alloy or manganese 
steel: it is designed to resist severe 
abrasion as well as moderate impact 
No. 12 is of same type but is designed 
for use where hard-faced surface must 
withstand extremely severe abrasion as 
well as some impact. Both operate on 
AC or DC, are available in 14-in 
lengths in ¥s and *s-in. diameter sizes 
packed in 10 Ib. containers—LINCcOLN 
Fiecrric Co., CLEVELAND, Ouro 





Stone Cutting Wheel 

lor cutting granite and marble, 
wheel available in diameters from 14 
to 24 in. is of diamond-bearing seg- 
mented construction for operation wet. 
Special rim slots and holes assure 
greater coolant penetration and long 
wheel life. Diamond particles are 
anchored in an improved metal bond 
that grips them securely. Diamond- 
bearing segments can be brazed in 
place if wheel is accidentally damaged. 
Blade is of stiff, tempered steel.— 
FeLxer Merc. Co., Torrance, Cann 

(Continued on page 34) 
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NIM ahead costs 





Preformed “Blue Center” Wire 
Rope lasts longer... 


ROPE THAT STAYS on the job longest saves 
you wire rope dollars; brings fewer shut-downs; 
suts down replacement time. And Roebling 
Preformed Lang Lay “Blue Center” Steel Wire 
Rope gives you exactly these money-saving fea- 
tures . . . One big reason for this superiority is 
“Blue Center” Steel specially developed for 
wire rope and made only by Roebling. Another 
big reason is the Roebling Preformed construc- 
tion with its unique service advantages. 





WHY PREFORMED IS ECONOMICAL 


Roebling Preformed is easy to handle and in- 
stall because it is relatively inert and doesn't 
tend to set or kink. It can be cut without seizing, 
and fittings are more easily applied. In opera- 
tion, Preformed gives outstanding life despite 
severe bending, and particularly where small 
sheaves and reverse bends occur. 


FREE ENGINEERING SERVICE 


Call on your Roebling Distributor for help in 
selecting the right wire rope for longest service 
and rock-bottom cost. If you have specially 
tough problems in wire rope selection, installa- 
tion or maintenance, your Distributor will be 
glad to secure the assistance of a Roebling 
Engineer. John A. Roebling’s Sons Company, 
Trenton 2, New Jersey. 


WRITE OR CALL THE ROEBLING FIELD MAN AT YOUR NEAREST 
ROEBLING OFFICE AND WAREHOUSE 


Atlanta, 934 Avon Ave. & Boston, 51 Sleeper St. & Chicago, 5525 W. Roosevelt Rd. 
*% Cleveland, 701 St. Clair Ave., N. E. %& Denver, 1635 17th St. % Houston, 6216 
Navigation Blvd. % Los Angeles, 216 S. Alameda St. % New York, 19 Rector St. * 


FR 
Philadelphia, 12 S. 12th St. *% Pittsburgh, 855 W. North Ave. * Portland, Ore., ca 


1032 N. W. 14th Ave. %& San Francisco, 1740 17th St. & Seattle, 900 First Ave, A CENTURY OF CONFIDENCE 
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This is the story of two brothers. 

It has its beginning in a Northern province of 
Czechoslovakia. Two small boys were sprawled 
on the banks of the broad Elbe River. This after- 
noon was not unlike many others. For often 
they sat by the river and talked, sometimes until 
sundown. 

“I’m going to be rich when I grow up,” Karol 
would vow. “T'll own much land . . . and everyone 
will point to me and say, "There is Karol Mahacek. 
He is the richest man in all Czechoslovakia.’ ” 

Then Jan would watch for that familiar look 
of determination he had seen so many times on 
his brother’s face. He would see his dark eyes 
growing larger and brighter, shining already with 
the happiness the future promised. And he 
would nod at his brother. Yes, Jan thought, 
Karol is smart. Yes, Karol will be rich some day. 


But Jan, too, had dreams . . . dreams he dare 
not even tell. For Karol would surely think 
them strange. So he said nothing. He just sat 
there and looked out into the horizon. Some- 
where beyond the Elbe there was an ocean . . . 
and beyond that? Well, some day he would know. 


Old Eduard Mahacek considered his sons— 


what the future held for them. He even prophe- 


sied it many times. 

“Jan is a dreamer. He is the one with imagina- 
tion, but he is not as ambitious as Karol.” 

Yes, even at an early age, Karol was marked 


for success. 


January 13, 


As for Jan, well, maybe it was an accident 
that he happened to be on the village dock when 
a river boat stopped for cargo. Maybe it was 
fate when on an impulse he took a job on the 
boat and found his way to the sea, to a different 
way of life—for Jan came to America. 

It wasn’t easy for him, at first, this new world. 
He used to write home about the strange Ameri- 
can ways. Yet, there was always somethipg won- 
derful to tell. He was making progress. He had 
a good job—good pay. 

But Karol’s letters were different—filled with 
uncertainty. He couldn’t save to buy the land 
he promised himself he’d one day own. 


What does the story of these two brothers 
mean—and why are their lives so different 
today? For Jan Mahacek faces the future with 
confidence—owns his own home—a car—his 
family is well fed, well clothed. 

While Karol is a man without hope—his 
family ill clothed, ill fed—no home of their own. 

The answer is simple, for both are symbols ot 
America and Europe. Actually, there is no dif- 
ference in the people here and there. We are 
all brothers under the skin. Like Jan and 
Karol, we are Czechs, or we’re English, French, 
German, Spanish, Finnish, Norwegian, Polish, 
Italian . . . just as people are there. We are 
the same people, with the same blood, the 
same native ability. But there is one essential 


difference... 
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Here in America, we have the opportunity— 
the privilege to use to the fullest our native 
ability. 

Much has been said about the production 
genuis of America. And who will deny it? But 
that power to produce far beyond the record of 
any nation on earth would never have blos- 
somed into its present greatness if the individual 
in America had not had the chance to expand 
his individual talents to produce. Yes, here in 
America, all have been free to express them- 
selves, to use and to develop talent and ability. 
This freedom to grow and build for the future 
isn’t something to be considered lightly. It-is 
something that all of us must guard, even with 
life itself. 

Yet, in the abundance that surrounds us, we 
sometimes forget. We forget that with all this 
comes an obligation—an obligation to WORK. 
For, if we do not work to preserve it, we do not 
deserve it. This great productive power of 
America grew because of work, became the 
great thing it is because men bent to the task 
to accomplish an end. 

e 


Today, there are forces at work to hold back 
the high productive ability of America. A false 
creed is abroad. Some put it this way—‘‘Hold 
back effort — do only an average job — regulate 
things.”’ It all has a familiar ring—it is a creed 
of trading individual opportunity for false prom- 
ises of future security. 

Here at Ceco, we do not accept this creed of 
leveling of effort, for we believe in full oppor- 
tunity for the individual. We know what all-out 
unharnessed production can accomplish. In this 
past year, for example, we have seen the building 
industry, unhampered by fewer controls, roll up 
one of the most impressive records in the history 


of the industry. Ceco salutes construction men 


for the job they are doing. Their accomplish- 
ments represent the American way of doing 
things, and we believe in the American way to 
solve our problems, to provide a more abundant 
life, to curtail shortages, to drive down prices. 

Yes, the way to do this is to work. ALL must 
work MORE—not be content to be average. 
Management must work at managing. Labor 
must work to produce—give a full day’s work 
for a full day’s pay. We must constantly produce, 
create more things instead of less, reduce overall 
costs per unit—justify high wages. The will to 
work can drive down costs and prices, drive up 
production which labor and management both 
need to stay prosperous. 


We believe in the right of each man to work 
for greater opportunity. We believe in the indi- 
vidual’s pride in his work and we believe in the 
importance of the individual’s contribution to 
the task as a whole. We believé in a “two-way 
traffic” in ideas on how to do the job better. 
In four years, Ceco has had over 3200 sugges- 
tions from shop and office on hew to improve 
product and service. 

In all aspects of Ceco’s work, we strive for 
meticulous attention to the little things, because 
we believe no product is better than the perfec- 
tion of the smallest detail. 

We like to sum it all up in an ideal which 
best describes the way Ceco and all of its people 
work in seeking production excellence . . . 


“NO TASK IS TOO SMALL, 
NONE TOO LARGE, 

TO RECEIVE EXACTING CARE. 
IN ALL, 
ENGINEERING EXCELLENCE 
IS THE CECO CREED.” 


© 


PARTIAL LIST OF CECO PRODUCTS * STEEL WINDOWS AND DOORS ¢ METAL SCREENS ® ALUMINUM STORM WINDOWS * 
ALUMINUM COMBINATION STORM AND SCREEN UNITS * METAL LATH © STEELFORMS * REINFORCING STEEL * STEEL JOISTS 


AND ROOF DECK * 


ATTIC AND ROOF VENTILATORS 


CECO STEEL PRODUCTS CORPORATION 
GENERAL OFFICES: 5601 West 26th Street, Chicago 50, Illinois 


Offices, warehouses and fabricating plants in principal cities 
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WHEN ITS A BIG 
TOUGH ROAD JOB... 





--. you need WICO’s dependable spark 


Whether it’s in desert or swamp 
(and you have to make a sur- 
face like a pool table), you 
haven’t time to worry about 
equipment accessories. On a 
city job like this speed is 
always important. So here, too, 
you need machinery that will 
always finish the work and 
more! 


Barber-Greene equipment with 
a tough engine and a WICO 
magneto is a combination hard 


to beat. Whatever you use, 
make sure before you buy it 
that the spark will be reliable 
— by insisting on WICO igni- 
tion. And when you replace, 
ask for WICO. It’s the best 
buy for contractors’ equipment. 


Trained field engineers and 
more than two thousand 
authorized service stations 
serve WICO users everywhere. 
Wico Electric Company, West 
Springfield, Massachusetts. 
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Motor Trucks Redesigned 
Four-Wheel Drive Model YU re 
engineered to produce greater driver 
comfort, ease of driving, serviceability 
and adaptability to a wide variety of 
applications. Rated at 28,000 Ib. gross 
vehicle weight, new model features a 
142-hp. motor rated at 2,250 rpm. and 
is equipped with 5-yd. dump body 
Standard wheelbase of 150 in. is listed 
with options up to 182 in., and body 
space back of cab from 121 to 190 in. 
Five-speed transmission contains heli 
cal gears in all forward speeds for 
quiet operation and easy shifting. Cab 
is of all-steel welded construction 
Vacuum-operated center differential 
lock permits locking of differential, 
providing positive power to both front 
and rear axle for climbing steep hills 
and plowing through mud or sand. 
New auxiliary transmission, optional 
on Model YU, provides ten speeds for- 
ward and two reverse. Side panels of 
hood can be lifted for simple servicing 
For major motor overhaul hood top 


| may be removed by taking out four 
| bolts, leaving entire motor open to the 


service man.—Four WHueeEet Drive 
Avro Co., CLINTONVILLE, WIs. 


Hammer Bit 


The Blue Cyclone hammer bit is 
carbide tipped and has two deep flutes 
ind tapered shank made to fit the 
Rawl chuck. Designed for accurate 
drilling in granite, pebble concrete, 
hard brick, etc., the bit comes in #, 
‘cs, 4, & 3% and 1l-in. sizes—NEw 
ENGLAND CarBipE Toor Co., 60 
BROOKLINE StT., CAMBRIDGE 39, Mass. 


Scaffolding Connectors 


The manufacturer of the Knife Gnp 
products mentioned in our issue of 
Dec. 2, 1948, is the—Norru West 
Tupe & Merat Co., 2658 SE Ten- 
INO, PORTLAND, ORE. 
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why to specify 


TEN GOOD REASONS 


Penta is toxic to wood-rotting fungi, termites and wood- 
boring insects. 


2 Penta is stable under normal use conditions. 
3 Penta does not leach readily. 


The toxic principle of Penta preservative has a fixed 
identity. 


Penta can be determined analytically either in treat- 
ing solution or in wood. 


Penta is easily formulated into an effective preserva- 
tive solution. 


] Penta makes possible a “‘clean’’ treatment. 


Penta-treated wood does not require re-seasoning 
after treatment. 


g When properly formulated and applied it does not 
bleed, thus facilitating handling and storage of the 
treated wood. 


10 Penta is economical to use. 
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PENTACHLOROPHENOL 


(MONSANTO’S SANTOPHEN 20) 


for wood preservation 


Pentachlorophenol {Monsanto’s Santophen 20) offers advan- 
tages not found in any other wood preservative. It makes 
possible a clean, lasting treatment for the protection of in- 
dustry’s huge investments in wood. 


Diksishihs ie 8 babe: No matter what preservative 
you are now using, it will pay 
you to investigate the advan- 
tages of specifying Santophen 
20. For full information, address 
MONSANTO CHEMICAL 
COMPANY, Desk A, Organic 
Chemicals Division, 1759 South 
Second Street, St. Louis 4, Mo. 


MTOR 


CHEMICALS © PLASTICS 











e@eeeseeaene : eeoevecee eee eeeeeeeeeeeeeeeeeeeeeees 
* MONSANTO CHEMICAL COMPANY ie 
* Desk A, Organic Chemicals Division - 
x 1759 South Second Street, St. Louis 4, Missouri Z 
“ Please send me full information on Santophen 20 for wood preservation. |am 
e particularly interested in protection of e 
. o 
° $< — — ~ . 
e (mention specific types of construction, if you like) ° 
$ Name ae ee Eee eee ee Title wtixneatt oe 
. ° 
e  Compony___.____ om, 
. . 
e Address___ Sl el i a 
. * 
. oe. ee dad ee ae 
SERVING INDUSTRY ...WHICH SERVES MANKIND 
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CONSTRUCTION REPORTS 


Bids Asked—Low Bidders—Contracts Awarded—First Section 


Compiled by Business News Department—Engineering News-Record, 330 W. 42nd St., New York 18, N. Y. 


ELSIE EAVES, Manager 


WATER SUPPLY 


BIDS ASKED 
January 21 


























La., Natchitiohes—Frank M 
Natchitiohes, 44x60 I 
2ex60 ft nt, con 
rein *rvoir, i 
$1 ; Nich +0 
Worth, Tex engrs. CD 4/1 
‘LOW BIDDERS 

Conn., Groton Boro, Dpt. Utilities, 359 
Thames St., Dec brick, concrete filtr mn 
plant addn., from N. Benvenuti & Sons, 16 Elm 
St., New London, $737,000. CD 11/11—ENR 
12/18 

Mass., Fall River—City, Supt. Water Bd 
1620 Bedford St., De 2 pump equip., elec- 
tric pipir cessories, et rom James A. 
Mu N. Washington St., North 
Att . CD 12/14—ENR 12/16. 

Pa., Phila.—Dpt. P. Wke... City Hall Annex, 
from M. & J. B. McHugh, 892 N. Markoe St., 
concrete relining watermains, Contr. 422WWI, 
$117,440; Contr s24WWI $108,865; Contr 
426WWI, $91,500***from John Meehan & Son 









916 W. Dakota St., Contr. 1167, $78,000***from 


Oxford Constr. Co., Commercial Trust Bldg., 
Contr. WWI421, $92,748***from Marion Masse, 
3613 N. 8 St., Contr. 425WWI, $98,030°**from 
Conduit & Foundation Corp Schuylkill 





$53,130***from Harry C. 
tr. 1168, $34,450***from 


Ave., Contr. 437WWI 
Erb, 1505 Race St., C« 








Roberts Filter Mfg. Co., 6 and Columbia Ave., 
Darby, Contr. 410WWI, $33,800. CD 3/1/46— 
ENR 3/21/46 

Tex., Corpus Christi—City, 90,000 lin. ft 
ec.i. water pipe, frem American Cast Iron 
Pipe Co., Citizens State Bank Bldg., Houston 
$140,000. CD 10/15/47—ENR 10/30/47. 


Tex., Dallas—-City, L. Goforth, secy., Dec. 28, 
¢.i watermains, Jefferson Meredith, Gilpin 
and Clarendon Sts. from Ben Sira & Co., 
6419 Maple St., $28,000. CD 7/9—ENR 7/22 


Tex., Fort Worth—c 
Dec. 28 





W. O. Jones, mér., 
North Side Pump Station, Contr. 2, 
construct pump station from Paschall- 
Sanders, 3600 Linden St., $37,864. CD 12/13— 
ENR 12/16 
Va., Lynchburg—City, 
500,000 gal. filter unit, from Roberts Filter Mfg 
Co., Darby, Pa., $38,450. 
CONTRACTS AWARDED 
Ia., Chariton—City, City 
improvs., to Dobson Bros 
National Bank **., Lincoln, Neb., $41,528. 
Bids 12/20. CD 7—ENR 12/9 
Tex., Dallas—City, L. Goforth 
e main along west side of 
Rd., south of Inwood, force 
Karl F. Hoefle, c/o owner, 
BNR 7/22. 
Tex., Houston 


furnishing, installing 






Hall, water sys., 
Constr. Co., 809 First 


secy., 36 in 
Cedar Springs 
account. $88,000. 
engr. CD 1/9— 
City, 


34,000 lin. ft. 24 and 36 


{n. rein.-con. water pipe, to Gifford-Hill Amer- 
can, Inc., c/o City WW Dpt., Houston, $329,- 
458. CD 6/30/44—ENR 7/13/44 


SEWERS, WASTE DISPOSAL 


BIDS ASKED 
January 25 

















Calif., Camarillo—State Div. Architecture, 
P. Wks. Bldg Sacramento sewage efflu- 
ent irri i sys. at Camarillo State Hos- 
pital Anson Boyd, Sacramento, state archt. 

February 15 

enl., Belleville—City, Ernst W. Tieman 
City Hall, sewage treatment plant incl. aus 
iliaries, appurtenances, sanitary sewe 
storm water sewer extens., imprvs., etc. $1,- 
250,000, Extended date, Russell & 408 
Olive St St Louis 2, Mo engrs es 
Thompson, city engr cD 11 7 12/2 
LOW BIDDERS 

Calif., San Lorenzo—< Sanitary 


Dist 15099 Hesp 





outfall 




















sewers, Schedule plant 
‘ » Bay 
Healy Tib ‘o ‘o Bran 
nan t 3 Cedric 
Macabee Alte 
engr 
Tex. and Ark., Texarkana—Cities, cance 
bids to have been opened Jan. 4, sewage 
posal plant, outfall line $450,000. CD 
ENR 12/23 
+Va., Fort Monroe—U. S. Eng., First and 
Douglas Sts. N. W Wash DB. ¢ De 30, 
sanitary er from Virginia Engine ng 
Co., P. O. Box 971, Newport News, $107,320. 
CD 12/30—ENR 1/6 
CONTRACTS AWARDED 
Kan., Salina—City, City Hall, sewage dis 
posal works equip., to The Dorr Co., 221 N 
La Salle St., Chicago, Ill., $59,008. CD 7/2/47 
ENR 17/24/47. 


36 


J. A. MAHONEY, Reports 








@N. Y., Whitestone—Dpt. P. Wks, Mun 
Bidg., New York, Zone 7, Contr. 2, Wt 
stone Interceptor Collector; Contr 2-A, elec 
tr il work at 154 St. Pumping Station nel 
power lighting and control sys n connection 
with Tallmans Island Sewage Treatment 
Plant, Queens Boro, to Tully & DiNapoli, In« 
30-11 12 St., Long Island City $1,873,000. 
Bids 12/14 cD 11/15—ENR 11/18 

Minn., Shakopee—City, F A Dircks 
recdr., labor for 38 blocks sewer and water 
lines, to Griffith Eng. & Constr. Co., Mora 
$61,008. D. Childs, city engr 

Tex., New Braunfels—City, sewage treat 
ment plant addns., extens to Sippel & 
Adame, P. O. Box 174, $60,000. Bids 11/22 
cD 11/29—ENR 12/2, under LB 
LOW BIDDERS 

California—State Div. Hys., P. Wks. Bldg 
Sacramento, Dec. 29, timber fender for bridge 
across Carquinez St., Crockett, Contra Costa 
Co from Ben C. Gerwick, Inc., 112 Market 
St. San Francisco. $58,117. CD 12/6—ENR 
12/9 

Indiana—State Hy. Dpt., Indianapolis, Dec 
30, 1 span 20 ft. rein.-con. arch, untreated tim- 
ber piling 0.265 mi. approach grading, c. conc 





paving over drainage ditch east of Washington, 






Davies from Ryan & Ryan, Inc., Washing- 
ton, $55, est. $67,310***1 span, 40 ft. rein.- 
on. archt, piling, 0.063 mi. approach grading, 


Lutz Creek S. of Junction 
68 Gibson Co., from J. L. Wilson 


c. conc. paving over 
with State Rd 


















Bloomfield, $89,614, est. $108,053*** 2 span, 160 
ft. conti steel beam bridge, no piling, 
comp. ag te surf. 0.133 mi. approach grad- 
tng over 1 River, and under B. & O. Ry., 
southwest North Salem, Hendricks Co., from 
Geo,ge R. Harvey & Son, Danville, $99,800°** 
3s 1 200 ft. continuous steel beam bridge, pre- 
cast conc. and untreated timber piling, incl. 


ccmpacted aggregate surf 


0.075 mi. approach, 
grading over Yellow 


River, south of State Rd 








8, Starke Co., from Rieth Riley Constr. Co., 311 
W. Madison St., Goshen, $103,778, est. $103,876 
la., Des Moines—City City Hall, rejected 
bids Nov. 16, bridge over Racoon River, L B. 
$296,985. CD 11/30—ENR 12/2, under LB 
la., Des Moines—Des Moines Union Railway 


Co., C. T. Warren, ch. engr Des Moines 






and City, Zone 9, Dec. 20, underpass at River- 
side Dr., from Wickes Eng. & Constr. Co 
1441 Second Ave., $129,789, Est. $128,907. CD 
12/15 

Maryland — State Rds Comn., Baltimore, 
Dec. 21, 2,283 ft. filled causeway, 59 ft. wide, 
part of st approach to Ch apeake Bay 
Bridge, dredging channel, dredging relocated 


ferry channel, adjacent to and south of exist- 


PROJECTS COVERED 
Projects—By Size 


Construction projects here reported cover 
the United States and Canada, are of these 
minimum sises or larger: water supply. 
earthwork, waterways $28,000; other pub- 
lic works $50,000; industrial buildings $68,- 
000; other buildings $250,v00. 


Classes of Construction 


(Name in order of Listing) 
Water Supply latin America 
Sewers, Waste Disposal Public Buildings 
Bridges Commercial Build- 
Streets & Roads 
Earthwork, Water- 
ways 


ings 
Industrial Build- 
ings 
Unclassified 


Stages Reported 


PROPOSED WORE: Including appointment 


of engineers or architects. 


BIDS ASKED (new announcements only). 
For full calendar, see also preceding issues 
of ENR.; 
LOW BIDDERS: On jobs below $500,000 
value all low bidder news will be the final 
reports published on the projects involved 
except where award is not made to the low 
bidder. In this case, a supplementary con- 
tract award report will be published. 
CONTRACTS AWARDED: Except awards 
to low bidders previously reported in low 
bidder stage. 

Dates shown are of issue in which last 
previous report was published. 


Symbols and Abbreviations Inclede: 


Federal Government 

Project of $1,000,000 or over. 
Engineering News-Record 
Engineering News-Record Construc- 
tion Daily 





January 13, 1949 « 


E. R. BIGGERSTAFF, M. R. ROESSLER, Statistics 




















hanne!l at Sandy Point Ferry Ter 
minal, Cor CBB 7-11-87, Queene Anne and 
Anne Arunde! Counti from William A. Hart 
I Lansdowne $554,250. CD 12/7—ENR 
9 
Mass., Fall River—City, Watuppa Water 
B o City Aud., City Hall, Dec. 22, repair 
Rd. Causeway across Watuppa 
( Montaup Sand & Gravel Constr 
Cory Swansea, $96,199. 
CONTRACTS AWARDED 
Tennessee—State Hy. Dpt., Nashville, under 
iss and approaches at crossing of Southern 
Ry. on Iowa Ave. exten. from Walnut to East 
Sts. 0.289 mi. Shelby Co., to S. & W. Constr 
Co Shrine Bldg., Memphis, $636,676. Bids 
12/17. CD 12/21—ENR 12/23, under LB. 
Ontario—Province of Ontario, Toronto, bridge 
Holland Marsh Canal, Barrie, to Runny 
ron & Steel Co. Ltd., 3362 W. Dundas 
Toronto, $75.000. 


STREETS AND ROADS 


BIDS ASKED 
January 17 

’ennsylvania 
grading, drainage, struc 
tures 3.9 mi. Turnpike Sec. 240, part of 
Philadelphia Exten. from point approx. 1,300 
ft. west of U. S. Route Elizabeth Twp., 
east to point approx west of L.R 
36128, Clay Twp., Co Plans de- 


posit $10. Michael Inc., Rochester, 
engr. CD 6 





Pennsylvania 
Comn., Harrisburg, 





Turnpike 





150 ft 
Lancaster 
Baker, Jr., 
4—ENR 6/24 
January 21 

0., Toledo — Comrs., Lucas Co. Courthouse, 
grading, draining, resurf. Weckerly Rd. $45,000 
CD 11/18/43—ENR 11/25/43. 


January 24 

Pennsylvania — Pennsylvania Turnpike 
Comn., Harrisburg, grading, drainage, struc 
tures 4.31 mi. Turnpike Sec. 23B, part of 
Philadelphia Extens. from 0.21 mi. southeast 
of juncture of TR 341 and Twp. Rd. 566, 
easterly to point near Dauphin-Lebanon Co 
line, Dauphin and Lebanon Counties. Plans 
deposit $10 Gannett, Fleming, Corddry & 
Carpenter, Inc., 600 N. 2 St., Harrisburg, con 
sult. engr R. B. Stone, c/o owner, ch. engr 
CD 7/29—ENR 8/29. 
LOW BIDDERS 


California—State Div Hys., Sacramento 
Dec. 30, surf. 8.4 mi. Pigeon Pass Rd., San 
Bernardino Co., from Bosich Bros. Constr 
Co., 600 S. Freemont Ave., Alhambra, §390,- 
593. CD 12/6—ENR 12/9 

Colorado—State Hy. Dpt., Denver, Dec. 28 
grav. 4.905 mi. State Hy. 15 between Monte 
Vista and Capulin, Colo. Proj. S 0113 (2) 
Rio Grande Co., from Floyd Haake, 1201 Sierra 
Vista St., Santa Fe, N. M., $137,820. CD 12/22. 


@Indiana—State Hy. Dpt., Indianapolis, Dec 
30, c. conc. 3.627 mi. State Rd. 31, by pass 
north of U. S. Rd. 35, north of Kokomo, 
Howard Co., from Moellering Constr. Co., 241 
Murray 8t., Fort Wayne, $385.575 est. $392,- 
233°**c. conc. 5.243 mi. State Rd. 64 from 
west of Arthur to S.W. of Augusta, Pike Co., 
from Olinger Constr. Co., Huntingburg, $455,- 
433 est. $490,.811°**%c. conc. 5.394 mi. State 
Rd. 63. north of Clinton to South of Highland 
Vermillion Co., from Berns Constr. Co., 312 
E. Wash. St., Indianapolis, $490,561 est. $498 





466***: conc. 4.853 mi. 2 bridges, State Rd 
15 south of La Fontaine to south of Treaty 
Wabash Co from McMahan Constr. Co., 
Rochester, $448,780. CD 12/9—ENR 12/16 

Maryland—State Rds Comn., Baltimore 
Dec. 28, b one grav. surf. 5.9 mi. State 
Rt. 2, beginning at intersection, U. 8. Rt. 30 
St. Rt. 230, Newburg, extend. southeasterly 
to Tompkinsville, Contr. 264-1-515, Charles 
Co., from T. Edgie Russell, Frederick $350,- 
858. CD 12/23 

Maryland—State Road Comn., Baltimore, 









grav. 0.567 mi. relocated section St. Rt. 6, 
approx. 0.23 mi. north of Port Tobacco and 
extend southwesterly towards McConchie, 
Contr. Ch-262-1-515, Charles Co., from F. P 
Asher, Jr Sons, Inc., West Ext., Annap- 
olis, $68,7 

Massachusetts — Commonwealth of Mass., 
199 Nashua St Boston, Dec. 28, hy. wk, 
Washington St., Quincy, from A. V._ Taurasi 
Co., Inc., 40 Court St., Boston, $62,629. CD 
12/22 

+Oregon—Pub. Roads Admin., Broadway 
and Oak Bidg., Portland, Dec. 2, surf., ofling, 


bridge constr. U. S 
Proj. 35-D3, F2, 
Co Route 6, 
CD 12/15 

Tex., Dallas—City, L 
28, wid’n, asph 


395, Oregon Forest Hy 
Grant Co., from E. C. Hall 
Box 630, Portland, $235,614. 


Goforth, secy., Dec. 
Hampton Rd. from Clarendon 


to W. Davis Sts. from Austin Road Co., 1000 
Singleton Blvd., $129,081. CD 12/1—ENR 
12/23 


Continued on page 38 
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Facis About the 
NEW PlyForm 


@A grade of Interior-type plywood, PlyForm 


is bonded with highly moisture-resistant, but 
not waterproof glues. 


@ Specifications demand that PlyForm with- 
stand several cycles of wetting and drying 
without failure. 

® Both faces of PlyForm, of “B” 


neer, are smooth and solid . . . free from open 


quality ve- 


defects. 


@PlyForm specifications require that inner 
plys be of “C” veneer in which there is strict 
limitation of wood characteristics such as 
small knotholes . . . this to give maximum 


serviceability for rugged use. 


® PlyForm is sanded on both faces to give a 
smooth, fin-free surface. PlyForm continues 
to be mill-oiled (unless otherwise specified ) . 
and edges are sealed. 


ENGINEERING NEWS-RECORD © January 


a4 4 mos 


"rot this 
Helpful, NEW 
PLYFORM 


Booklet- detailing the 
NEW PlyForm 
Grade and its 


. uses 


GENUINE 
DOUGLAS FIR PLYWOOD 


PLYfORM 


CONCRETE FORM PANEL 


INTERIOR-TYPE GRADE B-B8 


D.F.P.A. 
INSPECTED 


LONG RECOGNIZED as the outstanding re-usable concrete 
form panel, PlyForm is now produced to meet new specifica- 
tions set forth in U. S. Commercial Standard CS45-48, effee- 
tive November 1, 1948. The new booklet details the new grade 
and its uses, including a full report of laboratory and field 
tests which prove the new grade to be a superior concrete form 


material. 





DOUGLAS FIR PLYWOOD ASSOCIATION 
Tacoma 2, Washington 


Please send me my free copy of the booklet on the NEW PlyForm grade: 


~ 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 


NAME 

ADDRESS 

CITY ZONE STATE 

C] Check here if you also desire a basic PlyForm concrete form manual. 
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ris Ce ourthouse 
en N. Shepherd Dr. and 

m ‘ Brown, 4425 DuPont St 
$50,000. CD </28/47—ENK 9 18/4 


CONTRACTS AWARDED 

















Maryland —s H ' 4 1 
¢. cone. 1.535 1 dual } way H 
monds Ferry Rd. southerly to W or 
Contr AA-368 x Anne Aru Ce t 
Rea Cons Co I O. Box 201 Charlotte 
m « $870,487. Bids 10/19, awarded 12/23 
cD 10 ENR 10/28. under LB 

Pennsylvania— stat Hy Dpt Harrisburg 
wit 43 1 I-beam bridge over Little 
Conew: T R 74 York Co t 
Hempt $628,050. Bids 12/17 


Camp H 
2 12/30, under LB 
@Tennessee—State Hy Dpt Nashville 


CD 12/27—E? 





conc ». 671 Marion Co t Wright 
Contg. Co 0 Ga., $516,- 
506***c 





Co., to F 
National 





wid'n, resur. bit ni. Hamblen, Haw 
kins and Greene Counties, and wid’n, resur 
34.498 Rhea and Roane Counties, to 
Wesco Paving Co Volunteer Bldg Chatta 


nooga, $784,502 and $723,800 


conc 3.717 m St. Hy. 9 





respectively 
Anderson C 








to R. B. Tyler Co., 1446 Levering St., Louis 
ville, Ky $657,136. Gra total $3,336,616 
Bids 12/17 CD 12/21—ENR 12/23, under 
LB 

Tex., Dallas—City < Park Bd spt 
Samue Park Rds force account $50,000 
CD 12/1 ENR 12/23 

Tex., Waco—McLennan Co Judge 
Courthouse, surf. McGregor west to Bosque 
Co line $60,000; Mott-MeLennan and 
Bosque ¢C lines force account cp 
8/28/47—ENR 9/1 





Tex.. Weimar a ‘ c/o Judge 
Courthouse. grav net $80,000; Pre 
cinct 2, $90,000, force a iY CD 7/17/47 
ENR 8/7/47 


EARTHWORK, WATERWAYS 
BIDS ASKED 


After January 7 
+Arizona-Nevada—— Burs 








au Reclamat Dpt 
Interior, Bidg 1-A Denve Federa* Center 
Denver, Col Blythe Substat 15,900 kva. ca 
pacity from 161 kv t 15 kv, Davis Dam Pr 
ect. Ar yna-Nevad t th 
Blythe, Cali 
After January 14 
*Montana 3 RK Ir 
terior, Billings, pur subs truc 
ture, & 1 cana ar t als, Savage Unit 
(Yellowstone Pumping) near Savage, Missor 
River Basin Pr CD 7 4 ENR 7/17/47 


January 18 
tArkansas—U. <= Er 









one t Prytania St 
New Or ns 9. La R 
Garlar z Serial N E 16 

+i U. 8.8 k 7 

Island ( a st g 
Island Levee Drainage Dist.. Call r Seria 
No. Eng.-11-117-49-50 
LOW BIDDERS 
@+California—Bureas Reclamat pt. Ir 
terior, Redding. De 29 earthwork, st tures 
track, telephone ne for Shasta Dan anct 
line railroad relocation, Middle Creek to Mathe 
gon and earthwork, structures surfacing f 


Shasta Count 














y road relocations, Keswick Reser 
voir, Central Valley ro Spec. 2477, from 
Morrison-K ».. Inc., 411 W. 5 Street, Los 
Angeles, $1, CD 11/22—ENR 11/25 
@Fia., Miami Ra omrs. Dade C Court 
House, Bldg., reje bid Sept. 28, ¢ itr, A 
Miami River Lock 1 Dam. LB., $1,173,071 
cD 10 ENR 19/7 


+Ml., Galena—U. S. Eng ck Tower B 

































o Island De 21 flood yntrol j 
‘7a na Rive fron Massmar Rob 
6540 W St St Louis M« 
cD 1 NR 4, under Sewers 
Mass. Falme Dpt. I Wks ( r 
realtt f Mass Nashua St Bos D 
shore protect Falmouth Heights, fr 

U. Lawrence, 1 iifford St., Falmout 
$34,225. 
@Pennsyly D I s & Vat 46 
Educat Harris 1 ‘ 
20 flood co and 1 
Pine 2n upstrea f ts etior 
with Pine Creek, 25 mi. nort iW spor 
nel. flooe ntr num i aeaniuan LR 
$2.067.314. Est $2.50 W ‘ tis 
CD 1 ENR iY LJ} 

+Pa,., Wilkes-Barre—U S Eng ’ 
Bldg., Baltimore Ma. D a 
stabil tion, Susque R I 
49-46, fr s FE. Dick Buff Y 
75,000. FE 7é D 

Tex., He Port ¢ H 
Wharf 1 eavy, H 
Camphe Constr. ¢ t Nat tank B 
Shreveport La ’ dD 6/44—EN 
7/27/44 

+Alaska, Ketchikan — tS Ene. 4 E. Ma 
ginal Way, Seatt 4, W t ec 1 bids 
Dec. 29 t l gz Th As 
Spec. 45- : 
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CONTRACTS AWARDED 
















@La., Krotz Springs—New Orleans, Texas & 

Mexico Ry. Co., C. S. Kirkpatrick, ch. engr B 
Union Static Houston, Tex., Sects. 2 and 3 
mbankmer for floodways, to Potash 
r Cape Girardeau, Mo., $1,05 Sect. 1 
embankr etc., to Watts 

0. Bids 1 1 CD 12/2 

LB 

Jefferson County Drainage 


i Beaumont 
south fork Tay 


ranches up to mo 


clearing 
rs Bayou fr 


rubbing 
m june 
ip to ith of Mayhaw Bay« 
force account. $30,000. CD 12/28—ENR 1/6 
ler LB 
. Collingwood—D pt P 
our reconstruction and 
of terminal! wharf, Job R. A. Blytl 
onstr. Co., 7 St. Andrews ¢ dens, Toront 
Approx. $150,689. CD 7/1—ENR 7 















T 





Wks., Ottawa 
mprvs., reconstruc 











AIRPORTS AND AIRBASES 
BIDS ASKED 


February 5 






+Alaska CONCR etc l Ss. Eng 
(APO 942 c/o P. M attle, Wash.) Anchor 
age, furnishing, concrete, grout, sand, aggre 


gate and other allied materials to government 
ontractors at Fort Richardson, near Anchor- 
age; Ladd Air 






Force B near Fairbanks 
and Ejielson Air Force B Mile 2 Plans 
leposit $50. cD 10/26— R 11/11 
LOW BIDDERS 
@N. Y., Idlewild—AIRPORT—Port of New 
York Auth., 111 Eighth Ave., New York, Zone 





Dec. 30, Hangars 


Cory 


$ and 4 at airport 
Constr srand Centrz 
F New York, Zone 17 
14 ENR 12/16 


LATIN AMERICA 


from 
| Terminal 


$4,212,865. CD 














Mexico, Mexico City—Salvador Lutteroth 
Pte Alvarado, 71, Mexico, D. F., design and 
onstruction indoor sports stadium, to Clark y 
Mansilla Pte Alvara 71 Mexico Dm F 
$1,500,000. Awarce 1 9. Ing. L Zrete 
Re iziedo, 2 Mexic D. F a 

PUBLIC BUILDINGS 
BIDS ASKED ‘i 
Early in 1949 

+Kan.. Fort Leavenwortt U. Ss. Eng 70 
J AS st Omaha Neb nting in 
$4 ‘ (Correction— Address f vner 
dD ENR 1/6 


January 18 






D. ¢ Wash.--—District Comrs aborat« 

G nger Municipal Hospital Plans 

sit $20 cD 3/29/4 ENR 5/7/45 
Augusta—U. S. Eng., Post Office Bldg 








modifications and add 
emerger 1 


clinic, Oliver 
Hospital, Serial No g-09-133-49 
Mass., 





ob 
herr 





es and 





Billerica—Town 


Supt Schools 
Ox184 ft school vddr nel 12 roems 
gymnasium brary etc $500,000 Perley F 
Gilbert, Hunt, Forbes & Mitchel! } Central 
St Lowell, archts CD 10/14——-ENR 10/28 


Minneapolis—University of 
aWay, purch. agt., cher 
Plans depos $15 







Minnesota 
cal engi r 
Extended date 























Tusler & Setter Foshay Tower 
CD 12 ENR 
Lancaster—Dpt erty & Supplie 
8 and Herr Sts., Har Thaddeus Ste 
ns Industrial Schoc wer $250.00 
January 19 
Transylvania East ar Parist 
s Bd H H Moormar supt Lake 
P Transy ania Scho H. H. Land 
lac ta Natl Bank Bide Monroe archt 
N. Y¥.. Lrondequoit Ba Edu 
s Dist. 3, Jun ind Sen Hig 
Rd. $990,006 arl <« Ade, 31 
St.. Rochester, archt CD 10/1244 
44 
20 
+Wyoming ire ‘ Dpt In 
New ( omh Der o.. steel! 
ture Hanr Ss sta 1 Kendrick 
s 41 ' 
About January 21 
Minn., St. Peter—s e Dpt. A I 
sor jir. Purchase 19 St ip 
St I S fos] 
$ I Mank re 
D 
21 
onl Elmhurst-—S< I» ‘f Elmhurs 
3 ck rein.cor high choo! 
$ P le} $ Nairne w“ 
t ’ AZO arecht 
la 
r aT ! 
©., Columbus— Bd. Edu Ww Vv. Drake 
\ eas 2 8 y t Fairmoor Schoel 
cD 47—-ENR 1/27/47 


Va., Alexandria—City School Bd 


Alexan 
Madison Str 


High Schoc and George 
Approx. $500,000. Dixon 
Main St., Richmond, archts 





Norman, 1103 


January 13, 1949 e 











January 24 


N. Y¥., Uniondale—-d. Fire Comrs., Union 
fale, firehouse $135,000 Plans deposit $25 
W r. Schaardt, Meadowbrook Bldg., Sunrise 
Hy Bellmore, archt 


January 25 
la., Denison—City City 
Kw turbo-generator 
000 sq. ft 


Hall, one 3,060 
auxiliaries and one 
surface condenser with auxiliaries 


with 


service of an erecting engineer; power 
slant 1uxiliary equip nel heat exchanger 
leaerating heater, boiler feed pump, com 
sustion control and nstruments, air om 
pressor for municipal electric light and 
power plant Lutz & May, 819 Finance Bldg 


Kansas City 6, Mo 
ENR 7/8 
+Kan. 


consult CD 6/24 


engrs 


Fort Leaveuworth—vU. 8 











Eng., 1709 
Jackson St Omaha, Neb., electrical sub 
station and feeder lines, Fort Leavenworth 
Serial No. Eng. 25-066-49-155. CD 12/10—ENR 
12/16 
Tex., Del Rio—Del Rio Independent Schoo! 
Dist Del Rio, 1 story, brick, concrete, steei 
trusses athletic bldg. and bleachers. $90,000. 
J. W. Beretta Engineers, Inc., 902 Travis 
Bldg San Antonio, engr 


January 26 
+Okla., McAlester—Pub. Wks. Office, Naval 
Ammunition Depot, two 1 story detached 


masonry houses, Spec 18308 Plans deposit 
$10. 


January 27 


Wis., Kenosha—Bad. Educ., Kenosha, 2 story 


bsmnt. school. Plans deposit $30. Childs & 
Smith, 20 N. Wacker Dr., Chicago, IL, archta 
CD 10/29/47—ENR 11/13/47. 


January 28 
N. ¥., New York—Bd. Transportation, 250 
Hudson St., Zone 13, general building constr 
work for 59 Street Power Plant, New York 
City Transit Sys. 


W. Va., Wheeling-—City, City Bldg., 3 story, 





brick, tile Negro Recreation Center, Charles 
St 50,000 Frederic Faris, 1117 Chapline 
St ht 





About January 30 
+N. C., Fort Bragg—-U. S. Eng., 308 Custom 





house, Wilmington, family quarters. Extended 
late CD 11/29—ENR 12/9. 
About February 1 
Minn., Moose Lake—State Dpt Admin 
P. T. Peterson, dir. Purchases, 19 State Capi 












tol, St. Paul, geriatric bldg. at State Hos- 
0.000 Toltz King & Day, 1509 
! St. Paul, archts. CD 11/14/46 
28/46 
About February 2 
Minn., Fergus Falls——-State Dpt Admin 
P. T. Peterson, dir. Purchases, 19 State Capi 
Ss Paul power plant alterations at 
Hospital. $100,000. Toltz, King & Day. 
Pioneer Bldg., St. Paul, engrs 
About February 8 
Minn., St. Peter—-State Dpt. admin., P. T 
Pe sor dir Purchases, 19 State Capitol 
St aul, second atric bldg. at State Hos 








tal. $550,000. Toltz, King & Day, 1509 Pio 
nee Bldg St. Pau irchts CD 11/14/46— 
ENR 11/28/46 
About February 9 
Minn., Moose Lake--State Dpt A 
P. T. Peterson, dir. Purchases, 19 State : 
« St Paul power plant alterations at 
Hospital. $100,000. Toltz, King & Day 
99 Pioneer Bldg., St. Paul, engrs. 
About February 17 








Rochester—Siate Dpt. Admin., P. T 
dir. Purchases, 19 State Capitol, St 
Pau (second) geriatric bldg. at State Hos- 
5 Toltz King & Day, 1509 
z. St. Paul. archts. CD 11/14/46 

11/28/46 

LOW BIDDERS 
Ala., Tuscaloosa University of Alabama 


29, girl's residence hall, from 








Co., West Point, Ga., $309,288 
12/16 

New Haven State, G. Albert Hill 

State Office Bldg., Hartford, Dex 

40x140 ft wings 40x185 ft 

story 45x115 ft brick, steel 

1intenance ldg Pond Lilly Ave 

' 1 E & F Construction Co., 94 Wells St 

tridgeport, $424,000, Alternate $412,285 con 





br f 
rick 





g; site preparations 





rom ©. L 


Hale Constr Co 869 Main St 
Manchester, $73,000. CD 12/9--ENR 12/16 
Ky.. Secottsville—-Allen Co., rejected bids 
Dec. 7, hospital I. B. $285,000. CD 11/5 
ENKR 1 11 


Md., Baltimore -Morgan 
Trustees, Hillen Rd. and Arlington Ave., Dec 
, 2 stor stone acaden bide from John 
K. Ruff. Ine 100 W. 22 St., $593,593. 


State College, Bd 





Mass., Agawam-—-Town, Bd. Educ Agawan 





Dec 15 Feeding Hills School, from Capuano 
Constr Cc Harrison Ave Springfield 
$310,238 aul RB. Johnson, 66 Vernon St 





Sprin a ircht 





Mass., Amherst-——Commonwealth of Mass 
Un rsity of Mass R D. Hawley, treas 
Amherst « 22 boiler house, fron 
Daniel O’Connells Sons, Inc 480 Hampshire 


St.. Holyoke (A) $854,199. (B) $674,046. 
Continued on page 40 


ENR CONSTRUCTION REPORTS 








TER 





Above: One of o fleet of Wooldridge Terra Cobras back-filling at the Angostura 
Dam on the Cheyenne River. 


SCRAPERS: Boiling Bow! and Terra Clip- RIPPERS: Three models; for extra heavy, 
per Scrapers from 7.5 to 27.5 cu. yd. standard, or light duty. 
heaped capacities. 


Over 700,000 CUBIC YARDS of earth to be moved... 
‘round the clock work to beat schedules . . . a fleet of nine 
Wooldridge Terra Cobras picked for the job. It’s on opera- 
tions like this that the faster loading, dumping, spreading 
...and extra high-speed hauling of Terra Cobras pay off 
in top profits. Operators keep up the clip because of effort- 
less control and positive two-wheel steering and traction. 
Powerful rear-wheel brakes, and independent 3-line cable iene ae 

2 ‘ and Trail-builaers for all POWER CONTROL UNITS: Two-drum 
controls further add to speed and ease of operation. Sim- standard makes of tractors. winches for use with all standard tractors. 
plicity, accessibility, and rugged construction at every point 
of stress assure continuous performance under all condi- 
tions. That’s why successful contractors pick Terra Cobras 
wherever earth must be moved faster, cheaper. For greater 
profit on each job, contract your dealer or write today for 
complete details. 


a 
gg B= 

WOOLDRIDGE MANUFACTURING CO. () ) { i= 
Sunnyvale, California, U.S.A. = 3 = 


PROVED AND APPROVED FOR EVERY TYPE OF EARTH-MOVING JOP 
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WHAT WILL 
CALCIUM CHLORIDE DO 
FOR GOOD CONCRETE? 







Here Are 
the Facts! 


Here’s a brand 
new, 40-page semi- 
technical book which clear- 

ly presents the facts on the use of 
Calcium Chloride. Filled with graphs, 
tables and charts, and developed 
through research conducted by na- 
tionally recognized authorities, the 
book contains much material not hereto- 
fore available. This information is of 
interest to contractors, architects, engi- 
neers, plant operators and men in the 
allied fields. 


For example—DO YOU KNOW— 


What Calcium Chloride will do 
for cool and cold weather 
concrete? 


The effect of Calcium Chloride 
on slump?...flow?... Work- 
ability? . . . density? ... 
water-cement ratio? 

The effect on setting time? ... 
early strength? . . . ultimate 
strength? 


How much Calcium Chloride 
will reduce the curing period ? 


The effect on volume change? 
. . . surface wear? 


These are just a few of the 
questions answered in this 
new book. “The Effects of 
Calcium Chloride on Port- 
SOLVAY land Cement” is just off 

the press Write for your 
Calcium copy today—no obligation 


Chloride 









SOLVAY SALES DIVISION, 
Allied Chemical & Dye Corporation 
40 Rector St., New York 6, N. Y 


Please send my fr 





“6 copy of th 


Calcium Ch 





0 Contractor 0D Architect 0 Plant Operator 


O Engineer 





Company 


Address 





City 





State EN-1 





| 

| 

| 

| 

| 

| 

| 

| 

| 

| 
Name | 
| 

| 

| 

l 

| 

| 

| 

| 

oe 
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Continued from page 38 
Mass., Boston—City, Dpt. P. Welfare, 43 
Hawkins St., welfare bidg. addn., 
43 Fayette St., Volpe & Co., Inc., 
150 Congress St., $243,398. CD 10/1—ENR 


10/28. 





Mass., Boston—City Housing Authority, 10 
Post Office Sq., rejected bids Dec. 8, 43 unit 
veterans housing, Columbia Rd. and P. St. 
South Boston L. B. $502,075. Will readver- 
tise. Saul E. Moffie, 1318 Beacon St., Brook- 
line, archt. CD 12/15—ENR 12/23, under LB 

Mass., Dorchester—City, Trustees, George 
Robert White Fund, City Hall, Boston, Dec. 
28, health unit, Franklin Park, Harvard St. 
and Blue Hill Ave., from J. A. Singarella Co., 
15 Bay St., Dorchester, $293,000. CD 12/15— 
ENR 12/23 
@+N. M., Albuquerque — U. S. Eng., P. O 
Box 15 Dec. 21, Barracks, Group II andia 
Base, En 9-005-49 from Robert . Me- 
1918 Paso, Tex., Lot 1 and 
2-7 inclusive 7,686 est. $1,949,557 and 
1A and Lots 2 nclusive $1,783,686 est 
$1,944,277 CD 11/16—ENR 11/18. 
e0., Columbus—Dpt P Wks., George B 
Sowers, Dir., Columbus, Dec. 9, general con- 
tract & story bookstack tower and addnl 
space for Ohio State University Library, from 
Mellon-Stuart, 210 E. Park Way, Pittsburgh, 
Pa., $1,585,724***heating, from Sauer Co., Inc., 
368 N Washington Ave., $257,043***book- 
stacks, from Virginia Metal Products Corp., 
Orange, Va., $259,606. CD 11/5—ENR 11/11 































@0Ore., Portland — Multnomah Co., Court- 
house, Dec 30, juvenile home, from L. H 
Hoffman, 715 S.W. Columbia St., $1,073,573. 


CD 12/9—ENR 12/16 

Pa., Spring City—Dpt. Property & Supplies, 
18 and Herr Sts., Harrisburg, Dec. 29, gen- 
eral contract boiler plant at Pennhurst State 
School from Paul A. Martin, Donegal Springs 
Rd., Mt. Joy, $277,232; mechanical from Cor- 
bit’s, Inc., S. Front St., Reading, $361,983. 
CD 12/7—ENR 12/9. 

+Texas—Lower Colorado River Auth,, Amer 
ican Statesman Bldg., Austin, Dec. 28, power 
house extens. at Buchanan Dam, near Burnet 
from Cage, Anglin & Field, Dallas Hy., Aus 
tin, $157,201. Est. $80,000. CD 12/7-—-ENR 
12/9 








Utah, Salt Lake City—Granite Schoo! Dist 


3212 S. State St., Dec. 14, general contract 
Granite Junior High School, from Paul Const: 
Co., 1425 Jefferson St., $866,777. CD 12/15 

ENR 1/7 


Utah, South Ogden—Weber Co. Schoo! Dist 
Ogden, Dec. 16, general contract brick, steel, 
rein.-con. Junior High School, from George A 
Whitmeyer 0. Box 857, Ogden, $582,900. 
cD 8/29 —ENR 9/19/46 


CONTRACTS AWARDED 


Calif., Los Angeles—Bd. Regents, University 
Calif 405 Hilgard St., 1 story, frame 
sq. ft. school, on campus of 
University of California, to George O. Chap 
man, 14140 Van Owen St., Van Nuys, $312,129. 
Bids 12/7, awarded 12/17. 











Calif., Los Angeles—cCity, Bd. P. Wks., 15 
City Hall, shop and steam cleaning plant, 
to R. J. Daum Constr. Co., 6803 West Blvd 
Inglewood, $634,566. Est 5 000. Bids 12/22, 
ay 12/29 CD 12/2 1/6, under 






tind., Fort Wayne — U. S. Eng 
wold St., Detroit Mich., 


residen 


00 Gris- 
y managers 
story nurses 

























ar ants quarte Fort Wayne 
te ation tal, to W A 
€ 105 St 277,000. 
s cD 11/4 
Mass., Boston—City Housing Authority, 10 
Post Office Square, Boston, 66 unit veterans 
housing, Farragut Rd., South Boston, to M. S 
K er C€ 294 Washington St., Boston, 
$76 Bids 12/15, awarded 12/27. CD 12/1 
ENR 12/9 
Mich., Royal Oak—cCity, City Hall, 1 story, 
brick nder block, Whittier Sct 1 F 
] Esslinger Constr Co 
St Detro $296,000. Bids 
12/27. CD 1 14—ENR 12/16 
Minn., Rochester—Bd. Educ., general con 
tract 2s ( to Stocke & Olson, 438 Baker 
Bidg Minne solis, $792,000. CD 1/3 ENR 
1/6 unde LB 


Mont., Warm Springs—State Bd. Examiners, 


Helena gen contract 1 story, rein.-con 
womens 1 


for Insa 


$441,665. Bids 
Tex., Galveston—University of Texas Medi 








ory Montana State Hospital 
Askevold Constr. Co., Missoula 
1 8 








cal Sch Galveston, 7 rein.-con, transformer 
vaults, to J. Zempter Constr. Co., 2115 Church 
St., $50,000. 

Tex., Monahans — Monahans-Wickett Inde- 
pendent School Dist., Monahans, high school, 
to Rose Constr. Co Abilene, $706,000. Bids 
12/22. CD 12/29, under LB 

Utah, Ogden—City, c/o Mrs. C. M. Barrett, 
recdr., central fire station, to Frost & Jolly, 





Ogden, $278,358. Paul S. Hodgson, 829 Eccles 
Bidg., archt. CD 11/1/45—ENR 12/13/45 

Va., Alexandria — Bd. Educ., Alexandria, 
Maury School and MacArthur School addne., 
to Eugene § son & Bros., Alexandria, $419,- 
600. Robert A. Willgoos, 123 N. Fairfax St 
archt 








Va., Nottoway—Nottoway Co., Negro High 
School, to Mottley Constr. Co., Farmville, 
$431,900. ~~ oe Hinnant, 403 Lynch Bldg., 
Lynchburg, archt. CD 3/10/47—ENR 3/13/47 


COMMERCIAL BUILDINGS 


BIDS ASKED 





January 13 
Mich., Detroit—Jewish Hospital Assn., c/o 
architect, 4 story, bsmnt., concrete, brick 
stone hospital, Albert Kahn, Assoc. Architects 
& Engineers, Inc., 345 New Center Bldg., archt 
and engr. CD 5/17—ENR 3/25 
January 25 
Fla., White Springs—-Stephen Foster Me 
morial Comn., o Mackey W. White, archt., 
Rt 1 Box 558, Annandale, Va., museum 
Plans deposit $25. CD 12/9—ENR 12/16 
Before February 1 
0., Toledo—Robinwoed Hospital, 2517 Robin- 
wood St., G. L. Losh, megr., remodeling, 
ing Robinwood Hospital. CD 1/28/4 
2/19/48 















About March 1 


Fla., Miami—sS. E. Schwartz, c/o Milton 
Sherman, areht., 141 N. E. 3 Ave., hotel 
Over $750,000 

March 25 

N. Y., Tarrytown—Marymount College, Mary 
mount Ave., auditorium. Eggers & Higgins, 642 
Fifth Ave., New York, Zone 18, archts Ex 
tended date. CD 12/29—ENR 1/6 

Bids Asked 

Tex., Bellaire—Homecrafters, Inc., c/o 
Edward M. Hovas, 324 Hughes St. or 714 
Milam St., Houston, 30 dwellings, Bel Haven 
addn. $550,000. Westemeyer & Gaffney, 2361 


Claremont Lame, Houston, archts. CD 12/23 
—-ENR 12/30 


SOON LETS CONTRACT 


Ala., Alabama City—Crescent Amusement 
Co., 6 Av Nashville, Tenn., soon lets contract 
theater, 0,000. Marr & Holman, Stahlman 
Bldg., Nashville, Tenn., archts. 

Calif.. San Francisco—California Academy 
of Sciences, Golden Gate Park, soon lets con- 
tract 1 story, steel frame, rein-con. plane- 
tarium, $750,000. Weihe, Frick & Kruse, 251 
Kearny St., archts. Hall & Pregnoff, 251 
Kearny St., engrs. CD 1/22/47—ENR 1/30/47. 

Kan., Fredonia—-Sisters of Mercy, Fort 
Scott, soon lets contract, St Margaret's 
Mercy Hospital, $400,000 Lorentz Schmidt, 
MeVay & Peddie, 1832 E. 2 St., Wichita, 
archts 

Mich., Detroit—International Brotherhood 
of Maintenance of Way Employees, 61 Put- 
nam St., soon lets contract 3 story, bsmnt, 
100 x 114 ft., concrete, steel, limestone office, 
Albert Kahn Assoc. Architects & Engineers, 
Inc., 345 New Center Bldg., archt. and engr. 

Tex., Beaumont—J. Weingartens, Inc., 808 
Prairie St Houston, soon lets contract store 
$250,000 Finger & Rustay, National Standard 
Bldg., Houston, engrs. CD 12/28—ENR 1/6. 

Tex., Dallas—Southwestern Bell Telephone 
Co., Akard and Woods Sts., soon lets contract 
masonry, st concrete t phone bldg. $2650,- 
000 cp t 1—ENR 12/2 

Tex., Port Arthur—J. Weingartens, Inc., 
808 Prairie St., Houston, soon lets contract 
store $250,000 Finge Rustay, National 
Standard Bldg., Houston, archts. CD 12/28— 
ENR 1/6, under LB 
LOW BIDDERS 


Colo., Montrose—Montrose County Hospital 
Com., Walter Lacher, chn. Bldg. Com., 1 
story, bsmnt., brick, concrete general hospital, 
from R. E. Wear & Son, Montrose 
Est. $300,000. CD 11/29—ENR 12/2 


Ore., Salem—First © stian Church, High 
and Center Sts., Dec. 1 118x150 ft. masonry 
church, Marion and Cottage Sts., from R. M, 
Robson, 2814 N. E. Skidmore St., Portland, 
$388,495. CD 11/24—ENR 12/2. 


CONTRACTS AWARDED 


Calif., Downey—Garrick & Custer, 2048 W 
Florence St., 45 frame, stucco dwellings. Owner 
builds. $360,000. Southwest Drafting Service, 
2724 W. Florence St., archts 

Calif.,:Los Angeles—Robertson Co., 4015 W 
Jefferson Blvd 100 frame, stucco dwellings 
Owner builds, $750,000. Max Maltzman, 4016 
W. Jefferson Bivd., archt 

Fla., Miami—F-Thirty, Inc., c/o contractor, 
66 homes, to Albert Constr. Co., 3140 N. Miam! 
Ave. Est. over $400,000. 


Fla., St. Petersburg—Davis Constr. Co., c/o 

George Davis, Sherman Hotel, 20 homes, force 
account. $300,000. 
@Ga., Hapeville—Owner, c/o contractor, 942 
housing units, to Algernon Blair, First Na- 
tional Bank Bldg., Montgomery, Ala. Est. 
over $1,000,000. 

lll., Chicago—Appleton Electric Co., 1726 
Wellington St., general contract 2 story, office 
alterations, to Carl E. Erickson Co., 4657 N 
Ravenswood St Est. $350,000. Robert Oster- 
gren, 5153 N. Clark St., archt 

li., Park Forest—American Community 
Builders, 105 W. Monroe St., Chicago, 1 story 
store, 2 story management bidg Owner 
builds 250,000. Loebl, Schlossman & Ben- 
nett, 333 N. Michigan St., archts. 

Continued on page 45 
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Altitude Control Valves by Golden-Anderson 
faithfully maintain a 3” to 12’ water level 
variation, and are designed to assure unfailing 
water control under all climatic conditions. A 
special needle valve adjustment permits proper 
valve speed ta suit any operating requirements, 
while inherent water cushioning design min- 
imizes surge and water hammer problems. 
These valves may be arranged with auxiliary 
equipment to perform a variety of water control 
services. Write for complete information today. 


our community... 


needs the safety 
and lasting dependability of 


GOLDEN-ANDERSON 


POSITIVE CONTROL 
Valves 
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Worthington Blue Brute hand-heid air tools include: Paving Breakers, Rock Drills, Sheeting Drivers, 


Worthington Blue Brute Portable 
Self-Priming Centrifugal Pumps. 
Plenty of reserve power, with 


Back Fill Tampers, Clay Diggers and Trench Diggers. Tough and powerful, but with the easy handling fast, dependable pickup. A full 


that means more work done — faster. 


Worthington Blue Brute Drifter, type WPMS (Pneu-Motor on Shell). 
Other types: WPM (Pneu-Motor incorporated in Drifter) and WHC 
(Hand Crank). Hard sluggers all the way, with the balance that 
speeds up drilling cycles. All types in 3”, 32” and 4” sizes, with 
standardized mountings. 


Worthington Blue Brute UMW-40 Wagon Drill. Carries mp 
4” Blue Brute Drifter on a rugged frame that swings 
into fast action at any angle. 


fationar 
aeaov 2 


range of sizes. Pneumatic tires, 
steel wheels, or base mounted. 


Worthington Blue Brute Portable Air Come 
pressor, 160’ capacity. With the exclusive 
Feather * Valves that get all the air power 
out of every drop of-fuel. Other sizes: 30’, 
60’, 105’, 210’, 315’, 500’ capacities. Gaso- 
line or Diesel power. Power take-off models. 
All types of mountings. 


Ransome Blue Brute Hi-Up Truck Mixers: 2, 
3, 4¥%2 yd mixers (3, 41%, 6Y% yd agita- 
tors). Horizontal models: 4/%2 yd mixers 
(6% yd agitators). Outstanding for 
faster charging and discharging. 


Ransome Blue Brute 3'/-S Tilting Mixer. 
Quickly spotted and towed. Also available 
as Non-Tilter. Other Blue Brute Mixers: 6-S, 
11-S, 16-S, 28-S Portables; 1, 2, 3, 42 cu 
yd Stationary. 


Ransome Bive Brute 34E Dual Drum Paver. 
Also in Single Drum model; both models 
with the exclusive Ransome hydraulically 
controlled boom and bucket that permits 
completely controlled pouring. 


ESTIMATE-BEATERS ALL! 


Wherever you go, in the U. S. or abroad, you'll find 
Blue Brutes hard at work on every type of construction 
project. Never before has one manufacturer offered so 
broad a line of related construction equipment . .. all 
Blue Brutes ...all developments of Worthington- 
Ransome’s more than a century of engineering leader- 
ship. You, like thousands of users everywhere, can 
always depend on Blue Brutes for up-to-the-minute 
design, rugged construction and exceptional perform- 


ance. For further facts proving there's more worth in 
Worthington, see your nearest Worthington-Ransome 
Distributor listed on page 30, or write direct. 


Bur BWweé BRUIES 
WORTHINGTON 


——< 
SO 
JS 





*Reg. U.S. Pot. Off. Ho-2 


“THE NEW STANDARD 


Those who use preformed wire rope do so 
because of its “exceptional performance. 
Those who don't use it, should use it if 
only to make a comparison. 


Those who use it know that 


@ it lasts longer 

@ is easier to install 

@ is safer to use 

@ and costs less to use 


— 


_—/ (— 
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Continued from page 40 

Ky., Bowling Green—Southern Bell Tele- 
phone Co., Hurt Bldg., Atlanta, Ga., dial toll 
office, to Barge-Thompson Co., 136 Ellis St 
N. E., Atlanta, Ga. Est. over $300,000. Bids 
12/6. CD 11/24—ENR 12/2. 

Ky., Louisville—Kenwood Homes, 614 E 
Broadway, several residential developments. 
Owner builds, Over $250,000. 

Ky., Owensboro—Southern Bell Telephone 
Co., Hurt Bidg., Atlanta, Ga., dial toll office 





to Barxe-Thompson Co., 
N. E., Atlanta, Ga. Est 
4/14—ENR 4/2 


La., De Ridder—Beauregard Memorial Hos- 
pital, c/o contractor, hospital, to W. C a 
Monroe, $384,444. Bids 12/22. CD 
ENR 12/30 

La., Lake Charles 





Ellis St. 
over $300,000. CD 








Trinity Baptist Church, 
Lake Charles, church, to Milier & Sons, 
Lake Charles Ist. over $250,000. 

La., Natchitoches—St. Denis Hotel, c/o con- 
tractor, hotel, to Dyhre Constr. Co., P. O. Box 
1021, Lake Charles, $356,891. CD 8/17—ENR 
8/19 


Mass., Amherst—Amherst College, 








Amherst, 





Mead Memorial Museum, to Edmund J. Rap- 
poli Co., Ine Massachusetts Ave., Cam- 
bridge, $480,000. McKim, Mead & White, 101 
Park A« N York, N. Y., archts, 

Mass., South Hadley—Mt. Holyoke College, 


Bd. Trustees, South Hadley, 2 story, two 1 story 
wings, rein.-con. brick, cast stone girls dormi- 











tory, to G. B. H. Macomber Co., 19 Milk St., 
Boston, Mass., $663,750. CD 11/9—ENR 11/18. 

Mont Missoula—Fox Intermountain The- 
aters, 4 16 St., Denver, Colo., theater, to 
Hightower & Lubrecht, Missoula. Approx 
$250,000. Awarded 12/30 cD 11 -ENR 
12/16 


Pa., Phila.—Segal & Finestone, 531 E. Roose- 
velt Blvd., residential development, A St., sepa- 











rate contracts 250,000. 

Tex., Baytown—W. L. Jones, Jr., Greens 
Bayou, Houston, apartments nd half of 
Danubian, Sec 2 sub-division), own forces 
$300,000. CD 10/8 

Tex., Bellaire—J. S. Norman Bldg. Corp., 
4815 Richmond Rad Houston, addnl. housing, 
own forces. $275,000. CD 7 —ENR 7/15 

Tex., Dallas—Wynne-Wood Housing Proj 





4 2311 Salerno St., 25 
Wynnewood Div. Proj. 3, 
CD 9/9—ENR 9/23 

Tex., Galena Park—Fred D. Leggett & Abe 
Zuber, 116 North St Houston, 60 dwellings, 
own forces. $375,000. CD 12/27. 

Tex., Houston—Deepwater Homes Develop- 
ment Co., Inc., c/o 8. D. Anderson & Maurice 
Krull, 2005 Canal St., 150 residences, on 62 acre 


dwellings, adjacent 


own forces. 











plot adjacent to Deepwater Townsite, own 
forces. Approx. $800,000. CD 11/1—-ENR 
11/18. 

Tex., Houston—Fairworth Co., Inc., c/o W. F 
Tarver, 2nd Natl. Bank Bldg., masonry, con- 


crete, steel shopping center, Silber Rd. adiacent 
Westview Terrace, own forces. Approx. $340,000. 
CD 11/11—ENR 11/18 

Tex., Houston—Hall's Bayou Development 
Co., c/o Bud Holtz, Seanian Bldg., 60 dwell- 
ings, own forces. $550,000. CD 12/27 





Tex.. Houston—R. E. Klipper, 7615 Wallis- 

ville Rd., community center, to I. G. Audish 
Constr. Co., 1109 Blodgett St., Approx. $250,- 
000. CD 12/7—ENR 12/9. 
@Tex., Houston—Owner c/o Eugene Werlin, 
archt., 3501 Buffalo Dr., masonry, concrete, 
steel community center, concrete slab and pier 
fdn.. Katy and Brogden Rds. Owner builds. 
$1,000,000. 

Tex., Pasadena—Tatar Lumber Co.. Pasa- 
dena, 145 dwellings. Owner builds. $625,000. 
CD 4/10/47—ENR_ 5/1/47 

Tex., Wichita Falls—J. A. Simmons, 2816 
Grant St., housing. Owner builds. $250,000. 
cD 12 -ENR 12/30 





Que., Dolbeau 
Dolbeau, 4 story, 
structural steel, 
to L. Ouellett, 
Mainguy, 1045 


Reverend Christian Brothers, 
bsmnt., 200 ft. concrete, 
brick juvenat and residence, 
Dolbeau. Est. $500,000.  L. 
Chaumont St., Quebec City, 
archt. J. M. Bb. Guay, Inc., 1010 St. Catherine 
St Montreal, engr 

@Que., Montreal—RBank of 
ington St., Ottawa, Ont., 
to Foundation Co. of ¢ 
Sherbrooke St Est. $2,500,000. T. Ganglin 
Eng. Co., Dominion Square Bldg., engr. CD 

18/45—ENR 5/31/45 


INDUSTRIAL BUILDINGS 


BIDS ASKED 





Canada, 234 Well- 
bank, Victoria Square, 
nada, Ltd., 1900 W 








January 19 














Ga., Thomaston—MILL—Thomaston Mills 
Thomaston, mill addn. Over $100,000. Rob- 
ert & Co., 92 Poplar St., Atlanta, archts 

January 20 

Minn., Willmar — WAREHOUSE etc. — 
Kandiyohi Co-operative E Power Assn., 
O. N. Gravgaard, pres., 1 story, brick, tile 
warehouse and office. $125,000. Plans deposit 
$15 Long & Thorshov, 400 Metropolitan fe 
Bidg., Minneapolis, archts. CD 6/24/48—ENR 
7/8/48 

January 27 

8S. C., St. Matthews—WAREHOUSE, ete.- 
Tri-County Electric Co-operative, Ine., St 
Matthews, warehouse and office Plans dé 
posit $2 Southern Eng. Co., 699 Spring St 
N. W., Atlanta, Ga., archts 


ENR 





CONSTRUCTION 








REPORTS e 


Janu 29 


ary 
Noranda — COMMUNICATIONS — 


Que., 
Northland Transportation Comn., North Bay, 
Ont., 1 story, bamnt., 47 x 80 ft., concrete, 
structural steel, brick communications bidg. 
$170,000. Plans deposit $25. Bruce, Brown 
& Brisley, 12 E. Bloor St., archts. 


Bids Asked 
Conn., Torrington—SALES and SERVICE— 


Cornello Motor Sales Co., 45 Migeon Ave., 
brick, concrete sales and service auto show- 
rooms and _ ~service garage, $68,000. Carl 
Victor Johnson, 7 College Ave., archt. 


Ill., Chicago—W A REHOUSE—Chi« 
lington & Quincy R. R., H. R. Ci 













engr., 547 W. Jackson St., two 1. story, 
50 x 1,000 ft. warehouses, incl. dock. R. A 
Simon, c/o owner, structural engr. 

@Tex., Houston — PLANT, etc. — National 
Steel Products Co., 1901 Franklin St., steel 
girders, steel siding and roofing, steel abri- 
cating plant, $750,000; warehouse », 000, 
Engineering Dpt. Weirton Steel Co., Weirton, 
W. Va., engr. CD 12/16/46—ENR 12/26/46 


SOON LETS CONTRACT 








Mass., Fitchburg — POWER STATION — 
Fitchburg Gas & Electric Light Co., 655 Main 
St., soon lets contract 4 story, brick power 
station addn Approx. $250,000. Charles T. 
Main, Inc., 80 Federal St., Boston, engr. CD 
11/7/45—ENR 11/22/45. 

















Tenn., Chattanooga—W AREHOUSE—Dixie 
Savings Stores, c/o Wm. A. Martin, 
archt., J soon lets contract ware- 
house CD 12/10—ENR 12/23. 

Tenn., Elizabethton — PLAN American 
Bemberg Corp., c/o Robert & Co., archts., 
92 Poplar St., Atlanta, Ga., soon lets contract 
textile plant addn Over $75,000 cD 11/8— 
ENR 11/18 
LOW BIDDERS 

N. M., Corona—PLANT—Central New Mex 
ico E tric Co-operative, Corona, rejected 
bids De 16, remodeling electric generating 


plant. CD 12/6—ENR 12/9 
Tex., Dallas—SALES, ORV 
—Bankston-Hall Motors, Inc., 





>, STORAGE 
Ross and Ol 











Sts., auto service, sales storage, display, 
from Cedric Burgher, 3027 Main St., $76,000. 
CD 12/27 
CONTRACTS AWARDED 

Ala., Birmingham—-WAREHOUS etc.— 






Mayer Electric Co., c/o contractor, warehouse 






and office, to Lindstrom & Pattillo, 209 S. 18 
St Est. over $75,000. 

Fla., Hialeah—WAREHOUSE—Pan Amer- 
ican Corp., 3700 N W. 54 t., warehouse 


Owner builds, $75,000. 


m., Aurora—PLANT—AIll Steel Equip. Co., 





401 Griffeth Ave., plant addn., to Algot B 
Larson, 3837 W. Lake St., Chicago Est 
$240.000. CD 11/23—ENR 12/2. 
elll., Bellwood—FACTORY, etc.—Chicago 
Screw Co., 1026 S. Homan St., 1 and 2 story, 
brick, concrete, steel factory, office waterhouse, 
ete., to George Sollitt Constr. Co., 109 N. Déar- 
born St. Est. $4,000,000. 

Ill., Chicago—WAREHOUSE, etc.—James 
Lees & Sons, 222 North Bank Dr., general 


contract 1 story, brick warehouse and office, 
to Clearing Industrial Dist., 6455 S. Central 
Ave. Est. $300,000. J. S. Cromelin, archt., 
c/o contractor 

Ill., Chicago—FACTORY—Shotwell Mfg 
3501 W. Potomac St., general contract 
brick, concrete, steel, factory addn., 
Lyman Constr. Co., 134 N 
$500.000. Lee A. Bailey, 
archt. 





Co., 
1 story, 
to W. H 
LaSalle St. Est 
134 N. LaSalle St., 


Chicago—FACTORY—Sunbeam Corp., 
5600 W. Roosevelt Rd., 1 story 180x725 ft., 
brick factory, 5400 W. Roosevelt Rd, to 
Campbell, Lowrie, Lautermilch Corp., 400 W. 
Madison St. Est. $900,000. Olsen & Urbain, 
5 S. Wabash Ave., archts. 
@lll., Franklin Park—WAREHOUSE—Kaiser 
Frazer Corp., Willow Run, Mich., 1. story, 
brick, concrete auto parts warehouse, to 
Edwin E. Hartrich & Son, 141 W ackson 
Bivd., Chicago, $1,080,009. Albert Eiseman, 
141 W. Jackson Blvd., Chicago, archt 
Ind., Indiana Harbor—MILL—Youngstown 
Sheet & Tube Co., Stambaugh Bldg., Youngs- 
town, O., design and construction brick, steel, 
concrete mil for weldpipe production, to 
Eng. Co., Home Saving & 








Aetna Standard 




























Loan Bldg., Youngstown, O CD 9/9—ENR 
9/23 
Md., Baltimore—STORAGE—Mangels Her- 
old Co., Ine., 1414 Key H way 1 story, 
13x86x128 ft., brick, cinder block storage 
bldg., 1402-1410 Key Hig ay, to Morrow 
Bros., Inc., 2315 N. Charles St., Baltimore, 
Zone 18, $98,000. W. A. Bowersock, 4210 
Ridgewood Ave., archt 
Mo. St. Lonis—SERVICE and SALES— 
Louis and F >t Golterman, ¢/o contrac 
tor. 1 story, 82x12: « steel, ind 
service building ocker ade 
& 812 Olive St prox 





00,000. E. J. Lawl 























2 Olive St archt 

Mo., Springfield DIESEL SHOPS — 8t 
Lou San Francisco Ry. ( H. B arry, ch 
ergr Springfield erecting st } super 
structure die shops, t Brice lilding Co 
Inc 1021 Ave N Birm Ala 
$225,000. 

0., Sandusky—FACTORY—Cellulo Co., San- 
dusky, 1 story, 50x100 ft. factory addn. of 
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Natco Tile with steel trusses and steel sash, 
to Edward Feick, 319 Decatur St., Zone 1. 





Pa., Lester—INDUSTRIAL—Lester Piano 
Mfg. Co., Lester, 1 story, masonry industrial 
bidg. addn., to Haverstick Borthwick Co., 


1505 Race St., Phila., $70,000. 
Tex., Dallas — PACKING 
Packing Co., 311 S. Lamar St., 
meat packing plant, to York Corp., 

Liberty Bank Bldg., $70,000, 

Tex., Dallas — WAREHOUSE — Thompson- 
Hayward Chemical Co. of Texas, c/o con- 
tractor, 36,000 sq. ft. concrete block agricul- 
ture and industrial chemical warehouse, to 
Vilbig Bros., 2026 Singleton Blvd, $145,000. 

Tex., San Antonio—SHOP—San Antonio 
Buick Co., 501 Broadway, c/o Henry H. Bry- 
ant, Proj. A, shop; Proj. B, shops repairing 
and remodeling, to Chamberlain & Strain 
607 Natl. Bank Comm. Bldg., $168,343. Bids 
12/29 CD 12/17—ENR 12/23 

Tex., San Antonio—WAREHOUSE—Steves 
Industries, 704 E. Commerce St., 1. story, 
12,000 s¢ ft. masonry warehouse addn., to 
Joeris, 219 Avenue A 76,000. National 
704E. Comm St., lessee. Kurt 
Commerce St., archt. 

Zayside-Rich- 
Woodsboro, gin 
force account. 


PLANT — Rath 
remodeling 
1239 











Joe 
Biscuit Co 
D. Beckmann, 
Tex., Woodsboro—PLANT 
ardson Co-operative Gin C 
ant, 8 mi. so east of here, 


$200,000. CD 12/30 














Wash., Richland—GARAGE, etc.— Cahoon 
Motors, Yakima, garage and sales agency, to 
Ww. B yns, Yakima. Est. $100,000. 
a. & Liberty Bldg., Yakima, arght. 

Wis., Madison—GARAGE—Wisconsin Farm 


18 S. Thornton St., 1 story, 690x160 


concrete fdn. 


Supply Co., 








ft., steel, concrete block gara 
to George Cnare, 1446 Morrison St. H. C. 
Balch, 16 N. Carroll St., archt 


Wis., Racine—FACTORY—Anidis Clipper Co., 
8 Layard Ave., 2 story brick factory 
dn., concrete fdn. Owner builds. $68,000. C 
hring, Waterford, engr CD 2/26—ENR 






steel 





B. C., Vaneouver—MOTOR COURT—Harry 
Pewell 5650 Angus Dr., motor court 2075 
Kingsway, to R. H. Fulton, 3681 W. Seventh 
Ave., approx., $100,000. J. H. Harvey, 303 
Kingsway, archt 


Montreal—W AREHOUSE- Fortier Co. 
Ltd., 1195 Panet St., concrete structural 
steel, brick warehouse, to Corintaian Constr. 
Co. 14d., 5726 W. Sherbrooke St. Est. Approx. 
$90.000. Fetherstonbaugh & Assoc., 660 Cath- 
erine St. W., archts. 


Montreal—_ WAREHOUSE, etec.—Gat- 
tuso Olive Oil Corp., 6696 Panineau Ave., 
100x200 ft.. concrete. brick warehouse, Cate 
de Lirse R4., to A. Gratton. Tne., 2440 Scheiter 
St., $229,399. CD 9/27—-ENR 10/28. 


UNCLASSIFIED 


BIDS ASKED 
After January 14 
+Arizona—TRANSMISSION LINE—Bureau 
Reclamation, Dpt. Interior, Bldg. 1-A, Denver 
Federal Center, Denver, Colo., 30 mi. Coolidge- 
Electric Dist. No. 5. 115kv transmission line 
from Coolidge substation on Phoenix-Tucson 
No. 1 line to Electric District No. 5 substation 
on Phoenix-Tucson No. 2 line, Davis Dam 
Proj., near Eloy 
After January 17 
+Montana—TRANSMISSION 


Oue., 











Que.. 










LINE—Bureau 


Reclamation, Dpt. Interior, Billings, 3.5 mi 
161 kv. wood pole, H-frame, 3 phase, single 
circuit transmission line between Loma and 
Fort Benton. CD 9/8/44—ENR 9/21/44. 
Januarv 21 

0., Macedonia—SERVICE LINES, etc.— 
Dpt. P. Wks., George B. Sowers, dir. State 
Dpts. Bldg., Columbus, service lines and tun- 
nels extens. at Hawthornden State Hospital. 


Beiswenger & Hoch, 1659 W. 


Akron, engrs 


Market St., 


After January 25 
+Idaho — TRANSMISSION LINE — Bureau 

















Reclamation, I Interior, Boise, 52 mi 
single circuit -phase, wood pole, H-frame 
Goshen to Palisades 115 KV_ transmission 
line, southeast of Idaho Falls 
January 27 
California—SIGNAL SYSTEMS, etc.—State 
Div. Hys., State Bldg., Los Angeles, furnishing, 
nstalling full traffic actuated signal sys., 
highway lighting on Santa Ana Parkway be- 
tween La Verne and C and Aves. incl 
Atlantic Bly Interchange, Los Angeles Co. 
G. T. McCoy, Sacramento, state hy. engr. 
January 27 
Camp Lejeune (Br. New Bern)— 
LIGHTS, et Pub. Wks. Office, 





Marine Barracks, installing 4 








t lights in parking area in front 
istration Bidg U. S. Naval Hos- 

§ 21699 verhead static line, at 
Barracks, Spec. 21478 Plans deposit 





February 17 





+Wyoming — TRANSFORMERS, etc. — Bu- 
reau Reclamation, Dpt Interior, Bldg 1-A, 
Denver Federal Center, Denver, Colo., fur- 
nishing, de f.o.b. cars shipping point f.o.b 
airs Thermopolis outdoor otransformer; 
self-cooled outdoor transforme power cir- 
uit breakers; outdoor selector-type switch; 













15 


































































































and still 


going 
strong! 
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vereRAN FAELTZEL pranr HAs REPAID 
ITS COST 42 TIMES OVER IN 17 YEARS... 


@ 1,160,500 barrels of cement have been unloaded by this 
plant. In 1931, time studies indicated the plant cost would 
be repaid at the handling of 25,000 to 30,000 

barrels. (Note comments by Mr 
Koss in the following 

letter.) 
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Helrzel plants are products of specialized 
engineering, and constructed for lasting, 
trouble-free service. Your requirements for 
plants will be served best by Heltzel. Write 
for information and literature 
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January 13, 1949 ¢ 


















































outdoor horn-gap switches; outdoor discon 
necting switches; hook-operated, outdoor dis 
connecting switches; hook-operated, outdoor 
expulsion-type disconnecting fuses; outdoor. 
station-type thyrite or autovalve lightning 
arresters for Thermopolis Substation, Trans- 
mission Lines Unit, Missouri River Basin Proj 
Spec. 2526. 

+Wyoming — CIRCUIT BREAKERS, etc. — 
Bureau Reclamation, Dpt. Interior, Bldg 1-A, 
Denver Federal! Center, Denver, Colo., fur- 
nishing, del. f.o.b. cars shipping point or f.o.b. 
cars Emery or Bonneville, outdoor power 
circuit breakers; outdoor selector-type switch; 
manually and hook-operated outdoor discon- 
necting switches; outdoor horn-gap switch 
for Boysen Switchyard, Boysen Unit. Mis 
souri River Basin Proj., Spec. 2527. 

About February 18 

Minn., Faribault — STEAM TUNNELS — 
e Dpt. Admin., P. T. Peterson, dir. Pur 
chases, 19 State Capitol, St Paul, steam 
tunnels for State Schoo! for Blind $55,000 
H. H. Crawford & P. P. Bross, Rochester 


archts 
Bids Asked 


Conn., Groton—PARK IMPRVS.—Town, Bd 
Wardens & Burgesses, Groton, (selected list 
bidders) playgrounds, facilities for sports 
recreation bidg., Washington Park G. L 
Bilderbeck, 76 Starr Hill Rd., engr. CD 12/10 
—ENR 12/16 

Ind., Fort Wayne—SWIMMING POOL—City 
Park Bd., Fort Wayne, 50x82 ft. swimming 
pool, 1 story, 32x120 ft. bath house, children’s 
wading pool, McMillen Park, $75,000. T. R 
Shoaff, 406 W jerry St., Ack Bradley & 
Day, Sewickly, Pa. and F wood Allen 
Organization, 101 Park Ave., New York. N. Y 
consult. archts 


LOW BIDDERS 


Calif., Susanville—GR ANDSTAND—Lasser 
Co., Courthouse, Dec. 27, 2,400 seating steel 
grandstand, cement floor at Lassen County 
Fairgrounds, from Hageman & Co., 911 Main 
St., $123,900. CD 12/8—ENR 12/16. 

+idaho—TRANSFORMERS—Bureau Recla 
mation, Dpt. Interior, Sldg. 1A, Denver Fed 












eral Center, Denver, Colo., Dec. 23, three 
3,000 kva, 76,300/132 wye to 33,000 delta volt 
single-phase 60 cycle, oil immersed, self 


cooled, outdoor, power transformers, one 138, 
000 volt, $00 ampere, 1,500,000 kva interrupt 
ing capacity, and one 34,500 volt, 600 ampere, 
500,000 interrupting capacity, outdoor type 
power circuit breakers, for installation in 
interconnecting substation, Idaho Power Co 
Minidoka Proj., Spec. 2474, from Westing 
house Electric Co., Gas & Electric Bidg 
Denver, Colo., Schedule 1 $80,000. CD 11/18— 
ENR 11/25 

+Washington - TRANSMISSION LINE — 
Bonneville Power Admin., 729 N.E. Oregon 
St., Portland, Ore., Dec. 15, 19.42 mi. Scenic 
Index Sect. Foster Creek-Snohomish 230 kv 


transmission line, King and Snohomish 
Counties, Inv. 4407, from Parker-Schram Co 
Builders Exchange Bldg., Portland, Ore 
$722,871. 

Wis., Milwaukee — RADIO STATION — 
Hearst Radio Corp, (WISN), 123 W. Michigan 
St., Zone 3, cancelled bids to have been 
opened Jan. 5, 4th story and remodel for 


radio station $350,000. Will re-advertise 
CD_12/17—ENR 12/23 

+T. H., Oaha- cCMETERY—U. S. Eng 
P. O. Box 2240, Fort Armstrong, Honolulu 
7. @ Dec fourth increment of constr 
for National Memorial Cemetery of the Pacific 
at Punchbowl Crater, Eng-94-612-49-12. from 
James W. Glover, Ltd., Honolulu, $204,801 
Est. $207,136. CD 12/10 
CONTRACTS AWARDED 


Ala., Birmingham — RADIO STATION — 
Radio Station WSGN, c/o D. O. Whilldin 
archt., Empire Bldg., radio station, to Tower 
Constr. Co., c/o D. O. Whilldin, archt., Em 
pire Bldg Est. over $50,000, 

Ala., Greensboro — SWIMMING POOL 
City, swimming pool, force ount. $50,000 
O'Toole Eng. Co., Watts Bldg., Birmingham 
archt, 

La., Gretna—-RAILROAD PLATFORMS 
and TUNNELS—Southern Cotton Oil Co. 
Canal Bank Bldg., New Orleans, Ist floor 
slab railroad platforms, and tunnels for 
shortening plant, to R. P. Farnsworth & Co 
1515 S. Salcedo St., New Orleans, $116,875 
Bids 12/21 

Miss., Jackson—SWIMMING POOL, etc.— 
City, Dec. 21, swimming pool and bath house 
Lynch St. Park, to Garber-Brooks Constr 
Co., 1508 N. Mill St., Jackson, $105,501. CD 
12/10/48—ENR 2/21/46 

Neb., Lincoln—CARILLON TOWBPER—Uni- 
versity of Nebraska, Lincoln, carillon tower 
to Olson Constr. Co., 410 S. 7 St., $85,000. 

0., Columbus—TELEVISION STUDIO, etc.— 
TV, Inc., c/o contractors, design and con 
struction, 2 story, 61x142 ft., steel, concrete 
television studio and transmitter bidg., to 
The Austin Co., 16112 Euclid Ave., Cleveland 
Est. $500,000. 

Tex., Dallas—RADIO STATION—Radio Sta 
tion KRLD, Adolphus Hotel, reconstructing 
radio station, mostly 2 steel towers 492 ft 
and 475 ft. high, rein.-con. fdn., own forces 
$75,000. 


Ont., North Bay— RADIO STATION - 
Owner, c/o H. E. Price, 112 Worthington 
Ave., 65 x 100 ft., concrete, steel, brick radio 
station, to Price Signs & Displays. 555 Fraser 
St. Est 000. J. B. Sutton, 99 Larch St 
Sudbury, archt. 
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Bt a rs i Ld ° ee a 
A BE: a 
There’s RED SEAL Power for your job. 


No matter what your application, you'll be money ahead with 
Continental Red Seal — the engine built for the job. There are 
more than 80 Red Seal industrial models, including full Diesels and 
engines designed for butane, distillate, and natural gas fuels. 


Write for bulletins, indicating approximate horsepower and type 
of fuel. 


NATIONWIDE SERVICE NETWORK 


Genuine Red Seal parts and expert service are available coast to 
coast — your safeguard against costly time-out when repairs or 
replacements are needed. 


(Continental Motors (orporation 
MUSKEGON, MICHIGAN 


ENGINEERING NEWS-RECORD e@ January 13, 1949 


R-600 ENCLOSED 
POWER UNIT 


Here's a mighty package of 
power — the R-600 power unit, 
delivering up to 140 shaft horse- 
power at 2000 r.p.m. Superior 
torque and B.M.E.P. character- 
istics adapt this postwar model to 
either continuous or intermittent 
operation on a wide variety of 


jobs. Write for Bulletin 1R47602. 







































































































































































































































































































































































































































































































































































































































LATEGRI 


PLATE FASTENERS FOR CONVEYOR BELTS 


e Make strong dust-tight, | 
water-tight joints in belts of 
e ony width. Special design spreads 
ee tension uniformly across belt, allow 
natural troughing of belt and assures 
smooth operation over flat, crowned 
or take-up pulleys. Sizes for belts of 


YY" to 11/2" thickness. Write 





Also Repair 
For Mending Geits. 


ARMSTRONG BRAY & CO. 
EXPO etm me ee 


We aa date, 
eee a 
SYSTEM 


CLAYEY. 
QUICKSAND 


Send for details 
on this faster, 

} lower-cost who. 
dewatering method. = <<. 


ss \ 
sN 


90 WEST ST., NEW YORK 6 
CHICAGO, ILL, © TAMPA, FLA. © HOUSTON, TEX.) 
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‘CONSTRUCTION REPORTS Second Section 


Third Section Construction 
Reports on Page 53 


WATER SUPPLY 


BIDS ASKED 
After January 14 


+N. M., Tucumcari—Bureau Reclamation, 


Dpt. Interior, Bldg 1-A, Denver Federal Cen- 
ter, Denver, Colo., drilling, casing, testing 3 
water supply wells, near here 


January 18 
Ark., West Memphis—City, erecting founda- 
tion for water tank. Plans deposit $15. Bids 
12/21 rejected. A. E. Heagler, 315 Exchange 
Bidg., Little Rock, engr. 


January 25 














California—State Div. Architecture, P. Wks 
Bldg Sacramento, water services at Hum- 
boldt Redwood State Park and Burlington 
Campground. Anson Boyd, Sacramento, state 
archt 

Tex., Poteet Cc. Cowley, mayor, at office 
H. R. DeVilbis secy., City Hall, water sup- 
ply and distr. sys. ad extens. Plans de- 
posit $15 James V. Curnutte, 1622 Transit 
Tower, San Antonio, consult. engr. CD 1/5 

January 26 

Tex., Dallas—City, L. Goforth, secy., laying 
36 in 1ains between Bachman Plant and 
Wash ton St. and Central Sect. of the over- 
all ma $175,000. CD 7/9—ENR 7/22 





LOW BIDDERS 












Calif., Oakland—East Bay Municipal Utility 
Diat., 16 St., Dec. 29, installing c. i. and 
welded steel watermains from Lafayette 
Aqueduct right-of-way to Colorado Reservoir 
and Grant Miller Pumping Plant to Bryant 

. LS-448, from McGuire & 
66 Ave., $115,904. CD 12/20 
Dpt Pub. Service, Marvin L 
dir Municipal Bldg., rejected bids 
Dec. 16, Contr .415 installing electrical sys. at 





Akron Water Supply Sys. 2 mi 
in existing and proposed new bidg. at Cuya 
hoga River Pumping Station, L. B. $135,990; 
rejected bids Dec. 9, Contr, 411, pumping sta- 
tion rehabilitation at Akron Water Supply 
Sys. 2 mi. north of here, L. B. $1,062,405, 
will re-advertise. CD 11/24—ENR 12/2 and 
CD 11/18—ENR 11/25 
CONTRACTS AWARDED 

Mo., Excelsior Springs— Missouri 
Light Co., 106 W. High St., 
WW imprvs. Sect 1, general construction 
work to filter plant, to E. R. Kieselbach, 1301 
W. High St., Jefferson City, $17,700; Sect. 2, 
filter work, to E. W. Bacharach & Co., Rialto 
Bldg., Kansas City, Mo. 834,275. Black & 
Veatch, 4706 Broadway, Kansas City, 2, Mo., 
eners. 

Okla., Enid—City, 18 mi. 30 in. rein.-con 
pressure water pipe, to Lock Joint Pipe Co., 


north of Kent, 











Power & 
Jefferson City, 











150 Rutledge Ave., East Orange, N. J., $965,- 
$37. Est. $1,000,000 Bids 12/14, awarded 
12/21. CD 12/8 

Tex., Beaumont—Port Acres Water Dist., 
Beaumont, water and sewer lines, to Beau- 
mont Constr. Co 720 Crockett St., $187,299. 
Charles Davidson, county engr 

Tex., Highland Park—Park Cities Water 
Dist., Highland Park, 27,834 lin. ft. 14 and 
24 n. ci water pipelines at Park Cities 
(Highland Park P.O.) and University Park 
(Dallas P.O.), to W. G. Cullum Co., Great 
Natl. Life Bl Dallas, $424,482. Bids 12/31 
CD 12/14—ENR 2/16 

Tex Houston—Wyatt C. Hedrick 5201 


Fannin St., c. i 
Oo. 8. T. Rd 
$10,000. 


SEWERS, WASTE DISPOSAL 


BIDS ASKED 


waterlines and facilities in 
near S. Main St., own forces 


January 17 


Pa., Phila.—Dpt. P. Wks., City Hall Annex, 














ers, Schedule A, various locations for new 

over $100,000; Schedule B, various 

for other than new housing, over 

$100, 0¢ A mane He nan, c/o owner, ch 

eng cD 12 43 

January 18 

New York—Pr dent Queens Boro, 120-55 

Queens Blvd Gare ne 15, recon- 

structing sanitar sewer ay rtenances in 

« fc 50 St. from pprox 25 ft 

ith f Peck Ave. to point 141 ft 
January 25 

La., Mansfield—City, J. H. Lewing, mayor 

Cit Ha sewer exter itfa line sewage 





sal plant Plans Pan-Amer 
n Er s, 1418 T Alexandria, 
ngrs 19—ENR 2 





January 
N. Y., Brooklyn—D 








1 ENR 





January 13, 1949 e 





ENR 









LOW BIDDERS 


Colo., Denver—City and Denver Co., 
and County Bidg., Dec. 27, creating, 
lishing Westwood Sanitary Sewer Dist 
Latimer Constr. Co., W. 
Schedule 2, $113,194, Schedule 3 vitr. pipe, 
$98,234, Schedule 4 vitr. pipe, $97,230; from 
Winslow & MeMillon, 3002 8S. Huron St., 
Schedule 1 concrete pipe $138,799. Est 
$677,844. CD 12/22 

La., Metaire—Sewerage Dist. 1, 
Ave imprv sanitary sewerage 
Keller Constr. Co., 7900 Palm St. 
$113.61 


City 
estab- 
1, from 
9 and Wyndotte Sts., 


















600 Helois 
sys., from 
» New Orleans, 














@Neb., Omaha—City, Jan. 4, South Omaha 
sewer constr., from Michigan Sewer Constr 
Co,, 21720 W. 8 mile Rd. Detroit, Mich. §2,074,- 
801. CD 11/16—ENR 11/18 

CONTRACTS AWARDED 

@Calif., Oukland—tast Bay Municipal Utility 
Dist., 612 16 St Sect. 4, North Interceptor 
Sewer, Spe SD-30, to Stolte Inc $451 San 
Leandro St., Oakland, and United Concrete 


Pipe Corp., Box 425 
Bids 12/3. CD 1 
etc Denver—« 


Baldwin Park, $1,435,160, 
16—ENR 19/92 l.R 
ity and Denver Co., City 
and County bidg., sewage treatment plant 
addns., to Thomas Bate & Sons, 2311 10 St 
$1,447,000, Est. $1,461,132. Bids 12/28, awarded 
1 30. CD 12/29—ENR 1/6 
., Norristown—Norristown 
gewer E. Main St., own 
Henry Rothrock, engr 
ENR 1/17/46 

Tex., Houston—W yatt C. He 
nin St., sanitary sewers n 
S. Main St., own forces 

Va., Richmond—City, st 
low Lawn area of ( 
1705 Brook Rd., 


crete pipe for 





under 


















Boro, 
forces 


CD 12 


sanitary 
$50,000, 


28/45— 


ete. 





boro 


lrick, 5201 
O.S.T. Rd., 
000. 

m sewers in Wil- 
enburnie, to E. G. Bowles. 
$133,054; supply precast con 
sewers in Willow Lawn area, to 
& Products Co., Inc., Belt Blvd 
Pike, $49,434. Bids 12/21 


BRIDGES 


January 24 
Pennsylvania and New Jersey—At office 
Joseph K. Costello, secy. The Delaware River 
Joint Comr Administration Bldg., Bridge 
Plaza, Camden, N. J., widening bridge road- 


Fan 
near 














BIDS ASKED 








way between Bent 14 near Fourth St., Phila., 
Pa. and Bent 29 near Fourth St., Camden, 
N. J., on bridge connecting cities of Phila 
Pa. and Camden, N. J., Contr. 4. Plans de 
posit $10; adv. ENR 1/13. 
February 10 

+Delaware—U. S. Eng., 121 N. Broad St 
Phila., 1, Pa., replacing lift span counter- 
weight ropes Reedy Point Bridge crossing the 
Chesapeake and Delaware Canal, south of 
Delaware City, Inv. No. Eng 36-109-49-87 


LOW BIDDERS 

Connecticut—State Hy. Dpt., Hartford, Jan 
3, 3 span plate girder bridge over NY, NH and 
H R.R. Willimantic Branch on the North 
Meadow Expressway, FAP-UGI-139 (2); and 4 
span beam bridge over NY, NH and H R.R 
Springfield Branch and service road on North 
Meadow Expressway FAP-UGI-139 (4), both 
Hartford, from ( W. Blakeslee & Sons, 
Inc., 59 Waverly St., New Haven, $225,06' and 
$241,489 respectively. CD 12 ENR 12/30. 

Maryland — State Rds. Comn., Baltimore, 
Jan. 4, 2 steel beam, concrete bridges, 1 three 
33 ft. span over Norwich Creek, roadway and 
safety curb, other five 40 ft. spans over Tucka- 
hoe Cre , roadway, 2 safety curbs, Queen 
Annes Hillsboro By-Pass, Contr. 173-2-215 and 
Q 24-2-215, Caroline and Queen Annes Counties, 
from Empire Constr. Co., 31 S. Calvert St., 
Baltimore, $154,086. CD 12/23—ENR 12/30 
@New Jersey—State Hy. Dpt., Trenton, Jan 
6, substructure Route 35, Manasquan River 
Bridge, Monmouth and Ocean Counties, from 
R. B. Jaggard Eng. Co., Highland Ave., West 
mont, $1,625,035. CD 12/20—ENR 12/23 

Oklahoma—State Hy. Dpt., Oklahoma City, 
received no bids Jan. 4, one pile bridge over 
North Canadian River and bank protection, 
at Greenfield, Blaine Co. $56,980. 
CONTRACTS AWARDED 






































@Ohio—State Hy. Dpt., Columbus, asph. on 
macad constructing continuous steel girder 
bridge with concrete deck and substructure, 
Brid No. FR 2-02 over Scioto River, 
0.196 Franklir Co Tyre T-35 and 
structure repair, asph. and replacing existing 


floor ar 





sidewalk of deck plate girder bridge 























with new concrete slab floor, sidewalk and 
railing on existing steel girders and altering 
backwalls to fit, 0.07 m Br. No. FR 40-152 
over Oliver Creek U. S. Rt. 40, Franklin Co 
to V tine & Co 5 Edg Rd., Colum- 
bus 17,000 724.0 $82,900 est 
$84,700 espect ly***Type T-71 and struc- 
tures, c. con 1 constructing grade crossing 
elimination proj. with the N. Y. C. R.R. and 

s 1 traffi nterchange con- 
sist continuous steel girder and continuous 
ste im bridge with concrete deck and 
sut icture Bridge No. CU-2-219 over State 
Rt. 2 and New York Central R.R., steel beam 
brid ‘ h concrete deck and substructure 
Eddy Rd bridge over Hazeldell Rd and 
Kirby Ave 2.225 mi. Cuyahoga Co to The 
Horvitz Co 913 Midland Bldg Cleveland 
$1,448,199 est $1.988,000*%**asph on macad 





CONSTRUCTION REPORTS 






































m l Ss. Rt. 5, constructing conc: Churchill 

















slab bridge with concrete abutments, Bridge 


No. AS-6-48-A, branch of Mud Creek, 
tinuous steel beam bridge with concer 
and substructure, Bridge No AS-6-97 

















: constructing 
bridge with concrete 





tinuous steel /24/47—ENR 











Rock Creek, continuous concrete slab bridge 





with capp pile substructure Br No 
194-A, over Pymatuning Creek, Ashtab 














to Porterfield & Bing 4 
Youngstown es 
h 62 mm ( Ss. RK : wi 
cuntinuous concrete slab bridge stee 
bridge with concrete deck of 30 ft. spa 
2 ft concrete slab bridges, Pike ind 
s ‘ Ww J s nsticker Co 
Ss Columbus 3 8 $2 
ota $f s Bb . 1 2 iw 
. CD11 1 
Oklahoma—State Hy Dpt., Oklahoma 
ynerets der t ¥ fan o-market 
ad, Delaware Co \ s Constr. « 1 
Excha Bldg., OKlal 1a City, $67,914. Es 





$69,730. CD 1 7 


STREETS AND ROADS 


LOW BIDDERS 













+Missouri—l’ 


\ Ss Forest Service t 





Hy Proj 44-A, St. F r s ( 








eposit $10. CD 3/4/43—ENR 8/4 
LOW BIDDERS 
Arizona——State H Dpt Phoenix 


iu Payson-Pine Hy Gila 














Ib ee In Alhamt Calit $245,169. 
Arizona—-State Hy ept Phoenix, Dee 
sp 10% on Ber 
Yu Co tre ( 
Central Ave I 
Colorado t De 
structures 

















Broad St., New Lon 
ENR 
@ Michig: 



































Luce Alger 
I. L. Whit 
6.016. M. H 





Jackson 





: 4 from Sabatin 
$61,760***Schedule B-1 
Jeror st 
jules B-2 and B 
ind B-6, from Ha 
$62 and 





CONTRACTS AWARDED 
@New York-—-b D. 7 amy, supt. Dy 
Albany econatructing 7.58 








: of For F y 

‘ 1 nsor Drake & Pipe 
tv FP New York $2,671,202. 
ep 1% ENR 11 8. 1 ler LB 
@Ohio—State H Dpt Columbus 
R I I Co » KE. Br d St ( 











































EARTHWORK, WATERWAYS 


BIDS ASKED 





Holderman 
, Columbus, 
constructing 














la Co., 
Rayen 


100*** 











After January 

















Reclamation 





substructure 
121 over Tuscarawas 
$1,087,000***to S 










































































After January 





ashington 


















































*Missouri 



























































$232,086 est 

























+Washir 














LOW BIDDERS 
@+California 








north to Townsend 
ton Co 






































(Correction 


























CONTRACTS AWARDED 
Falmouth 























Annex 


























00° ** 


. Spring Coulee—Dominion G 





Oklahoma City, 

















ta, $51,931, 





RPORTS AND AIRBASES 


BIDS ASKED 














st Boston 




















» Oklahoma City — 
M 5 ys 


























INSTRU ME 








Richmond—AIRPO 














* : ncrete slab bridge, Br 





No CL-40-154A over DT ind =| R 
wid ater bea bridz y onstr 
stet n t r t eck extens 
on s icture Bridge No. CL 
Creek, U. 8S. Route 4 




















Tex., wW eimar = LOW BIDDERS 
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R. Canion Ce 
Austin, $100,3: 
ENR 12/2 


608 


Ww 


$174.80 


PUBLIC BUILDINGS 


BIDS ASKED 


*W) oming— 
Bidg 


January 18 
Folly Island 


I Ls 


January 


savannah 


Beaufort 


January 20 
Wash Dis 
ont Dale M 
January 21 
+California 
Box 


Natchitoches 
City Ha 
‘ Frees 
Worth, Tex 


January 


Montgomery 
Pears « 


Burbank 


dge 
ENR 
San 


Calif., Jose 1 


ker ig tA ‘ nr t 
Ww 


ENR & 


Minn., Fergus Falls 


#Mo., St. Louis 
» York O 


Pr 
January 26 
Institute—st 


January 
Vy Rockaway —% 
I I Se 


¢ 


February 1 
York—New Yorl 


New 
Pa R Z 


nified 


yinnas 


H 


K 


um 
gh S 


urchts 


Scho 
and 


Binder & Cu 


ruger Av and a 
with Magenta St 
t Extend 


line south 
Bronx Boro 
CD 12/16 
February 2 


San Jose 
Alamaden 
some rein.-con 
inior and Senior 
Plans deposit $250 
8 W. 8 St., Los 
ENR 4/29 


date 


ecalif., 


rist., 408 


Jose I 
Ave oup 
some frame for 
High Schoo 
Marsh 


Angeles, arch 


San 


Sm 


February 7 
¢Conn., New Brita 
New Britain Heus 
story, bsmnt., br 
Housing MR 
sit $50 


84 St 


@Ala.. Birmingha 
all. $2,500,000. Ex 
Met ley Jackson B 

ENR 


February 10 
@Calif.,. Berkeley —Reeer 


n 4 st 


February 11 
Mass., Cohassett 


i I 
N 


Wis., Merrill 


$25. | Stu 
t cD 4 


About February 


@ll.. Kankakee | 


LOW BIDDERS 
+Arizona and Nevada 
Dpt. Int Bld 1-A 


0,000 
Newark 


$460.37 


nified 
14 bldg. units 
Willow Gl 
Is, $1 
th & Powe 
ts. CD 4/1 


Scho 


x, chn 

twe 
apartments 
Plans 


reester 


Distr 


VW 


Brooklyn 
Ne Yorh 


$898.618 


New York 


Po 


x $1,088,326 
CONTRACTS AWARDED 
Fla., West Palm B 

W Pa 


Sapp, West Palr 
ell... Harvey—T? 


nstr 


$408,745. CD 


101 Park 
900, (B) 


H 
Bids 12/28 


School Dis 


story, bsn rick, stone, ¢ re 


to C 
Inc Mict 
$1,187,000. Bur 
1 } 


6 N gan 
nhar & 


ackson ago, archts 


January 13, 


Hamn 


hnsor s« 
Chicago Est 
ond, 53 W 


]9019 e 


ENR 


Mich., Detroit—City, Bd. Educ., 1354 Broad 
way, (2nd unit) 3 story, 80x85 ft., bsmnt., 
rein.-con., brick Wayne University addn., t 
engineering unit, to A. W. Kutsche & Co 
2924 W. Grand Bivd., $870,761. Bids 12/23 


awarded 12,28 cD 12/3 ENR 12/9 


Albuquerque—-U. S. Eng, P. O tox 
ee and Barracks Group III 
ine Eng-29-005-49-29, to Robert E 
t ©. Drawer 562, El Paso, $1, 2,600 

1 21 cp 1 ENR 1/13, under LB 
. ¥., New York—sSupt. School Bldgs., Desigr 
“ 149 Flatbush Ave. exten., Brookly: 
er ntract P. S. 124 Addn., Tintor 
es Bronx Boro Gothan 

28 Madison ve Zone 

ENR 12/9, under 


Stowell Winnie 
Dist c/o H 
ol oncrete slab fdn. and 
Neild, CaldergHeizhts 
White M&M 
cD 1/18—ENR 


; COMMERCIAL BUILDINGS 


BIDS ASKED 


Stowell 
Wheat 


January 19 
Mass., Greenfield —c\ nity Y. M. C. A 
1% Main S8t hysical plant community 
tended date James A 
archt. CD ENR 


Junuary 20 
Louisville sadway Baptist Churcl 
Chenoweth Lane chure 
$260,000. Extended date 
Starks Bldg archts. CD 


Ky., 


January 
Cambridge—-Harvard University E 
‘ ridge 2 and 

Apart 
$1,700,000 
evonshire St 
ey & Pike 
‘D 10/21— 


Mass., 
eynolds e pres., am. 


single i . tot " i en 


Bids Asked 
Jersey City Pruden Insurance 
Broad St Newark unit garden 
ts, 9 hree story bldgs. on acre 
te Ave Roardmar 
Ave. $4,000,000. Kelly 
G ‘ ’ Ave., archts. CD 9/25/47 
ENR nos4 
SOON LETS CONTRACT 
Il., Chicago — Monte 


archt 
eventh Street 

& Son 
tldg soon 


$500,000 


Christian 
archts., ? 


ts contract 


LOW BIDDERS 
Calif., Palo Alto enin isir 


x. De t 2 story 


Assn 
wood 
esiden« on Le t ola Rd., fron 
& N $469,516. CD 
NR 
Salem—First C *hurch, 
Center Sts, rejectes ec. 15 
I S3K8.49/ 
2NR 1/1 i 
Hu 


High 
church 


tingdon Tunia 
ted s Sept 8. dining all 
ollege ur BN Over $250,000. CD 8 
ENR 9 

Tex., Houston — Trinity Epis« 
' H man Sts ected 


h. 8300.000. CD 4 ENR 
CONTRACTS AWARDED 

ch r rt Housing Corp 

lo o Angeles, 187 

are stu dwe ‘ and Willow 

Sts Myers re n Fernando Rd 

Est. $1,000,000, t art S. LaFay- 

Park } Le reht 


Coral Ga ixter 
apa 
fronting 

ock-La nt C 


over $500,000. 


Insurance Co., 700 
and c/o Clarenc 
Ambassador Bldg., 

Zone 1, rehabilitation 

al bldg. and store 
Tariton Cc Co., 
Est. approx. $650,000. 
vassador Bldg., 411 N 
10/13—ENR 10/21 
edwards 

archt 1 orne 

tment development, sepa- 
$750,000. 

F Ww Ww 

Phila 


worth Co., , 
store and office, t 
1500 Wainut St... Phil 
ENR 1/6, under CA. 
Owner o general contr 
Heckler Jr., F 


$400,000. D 12 ' 
@Pa., Lansdale 
tor, 189% residences, to 
R $1,890,000. 
e Phila.—F* 


ntial develop: 


ac- 
lke ink 

611 Arbutus 
Stenton Ave. 


Ave 
and 


CONSTRUCTION REPORTS 





contracts. $1,060,000. 


Durhar St., separate 
Christian H. Frie 3 Broad St., archt 


@Pa., Phila.—Meclke y & Co., 16 and Thomp 
son ~ 300 residences Academy Gardens 
separate contracts. $3,000,000, 

-- Phila.—Quaker Constr. Co., 2080 Land 
Title Bldg... Broad and Chestnut Sts., 44 res 
dences, Church Rd., separate contracts. §$616,- 
000. 


@Pa., Whitpain Twp. (Skippack P. 0.) 
» Constr. Co., 520 W. Mt asant Ave 
esidential development, Skippack and 
‘Kes, separate contracts. $1,500,000, 
Memphis—Poplar Apartments, Inc, 
Agee, archt Sterick Bidg., 40 apart- 
ment units. Owner builds. Over $300,000. 
Tenn., Nashville—J. EH. Crain 
0 42 Ave N., 36 apartment 
unt. $400,000. CD 12,31 
Tex , Abilene—Southwestern Bell 
308 S. Akard St Dallas, masonry, cor 
ete, steel office addn McKenzie Constr 
Transit Tower, San Antonio. Approx 
000. 
x., Dallas—W. W. Caruth, Jr., 
s shopping « e1 
$750,000, CD 2 


Contg. C« 
units, force 


Telephone 


5803 Green- 

enlargement, own 
ENR 3/4; shopping 
center enlargement, Lovers Lane and Inwood 
Rd., to J. Lawrence Jones, 406 W. Clarendon 
St $300,000, Cl) 3 ; t 3/11 Walter W 
\hischlager, 21 s "al t archt. 

Tex., Dallas Ed ra T r, 101.1 
Land Rad . TY oy He 
Owner builds. $ 1—ENR 
@Tex., Dallas—Me \tile National Bank, 1 
S. Ervay St 7 200,000 sq. ft brick 
flice, repair she rking garage, concrete 
frame and fdn ir-conditioning to Vil 
Kros., 2026 Singlet Blvd Approx. $1,535 
000. Aw ie alter W. Ahlschlager 
1? S Stop t ht 

Tex., Houston——Pickwik 
! Mctirego Way 
fe ‘ $500,000. CD 
@Tex., Houston—-Reed 
so R nend Rd 4 
\ s $1,000,000. CD 

Houston Tow ur Country Apa 
Hillman St masonry apartment 
south of McGregor Way and ea 


$790,000. 


INDUSTRIAL BUILDINGS 


BIDS ASKED 


eda Rd., own forces 


January 20 
Corona PLANT 
ctric¢ Co-operative 
ind substation 
nical equip. for 


deposit $5 


— Central New 
Corona, elec 
equip.; misc. piping 
electric generating 
each Beavers & 
ransit Tower, San Antonio, Tex 

ENR 1/13, under LB 


Bids Asked 


N. J., Hammonton WAREHOUSE — Jo 
Cape 00 West End Ave warehouse 
000 W. D. Faint & Co 1915 Browning 
Pennsauken, eng? 

Tex. “Houston: WAREHOUSE — Sele 
Wines Co Ir 1116 Hemphill St., warehouse 
$75,000 
@Tex., Houston—-OPEN HEARTH FURNACE 

1 eld Steel Corp Industrial Rd ol 
$1,250,000; oper 

we nd coolers, $1,¢ 
ENR 9 19/46 
SOON LETS CONTRACT 

Fla., Zellwood—— PLAN T—Seatbe 
Rn. Ww D. Simpson, ch on d 
R.R stds orfolk, 10, Va., soon lets cont 
I 


yreco nt Water sys rog 
arthworhk 


1dways ar 


Atlanta PLANT 
vert & archts 


Chrysler Corp., 
96 Poplar St. N.W 
parts mfg. plant ade 
ENR 1 23 
SERVIC! Beck 

Ave., Phil 
1 Manuel 
La Mott-(Phila. 


16 


nmer 

a ouse oncrete 

max M. Sandfield, 2907 Maple 

14 ENR 16 
Tex., Galvest SALES and SERVICE -— 
Happy Alexander, ¢ ind H Ave., soon lets 
contract t ales, splay, service 
fdn.. ait $75,000. M. J 
& Charles ulliy 3901 
ton, archts 


LOW BIDDERS 
Fla.. Miami — 


concrete 
Sullivan 
Travis St., Hous- 


SALES and SERVICE — 
Ponta Ine o Leroy K. Albert, archt., 
Gables, auto sales and service bldg., 
ker Constr Co 343 S.W. North 
Est. $68,000. CD 12/27—ENR 12/30 
Jackson WAREHOUSE, etc. -— 
oN. W erstreet & Assoc., archts 
Lamar St., Dec, 30 shouse and 
nt Bros. Constr 
Bank Bidg., Jackson, ‘ 
ENR 12/23, under Commercial 
CONTRACTS AWARDED 
Calif., Los Angeles — PLANT — John Mor- 
rell & Co 35 Willow St., one and part 2 
story, re meat packing plant, to T-S 
Constr 530 W. 6 St., $185,000, Est 


Guaranty 
12/16 


ENR CONSTRUCTION 


REPORT 


HERE'S HOW THE 
aa. ata das A 
-.- Se ee Ih} 

a eS 


The Austin Comcany used the Smooth Ceilings System 
to combine two tv-es of construction in the new Upjohn 


plant at Kalamazoo, Michigan. 


Soceal steel gr.l.ases which are employed 
in this system. were cmbedded in the tops 
of the reinforced concrete basement col- 
umns. Stiuctural steel columns which sup- 
port the roof were then erected on these 
grillages. After the steel framing for the 
rocf and root deck were in place the huge 
430,020 sq. ft. slab over the basement was 
poured 


SAVES YOU MONEY IN MANY WAYS 


The steel grillages employed in this sys- 


AUSTIN COMPANY 
USED THE 


SMOOTH 
CEILINGS 
SYSTEM 


IN THE NEW 
UPJOHN PLANT 


tem may be used with reinforced concrete, 
cast iron, structural steel or steel pipe 
columns. Embedded in the concrete slab, 
they reduce the cest of installing ventila- 
tion and air conditioning ducts, water 
supp'y pipes and electrical conduits. Elimi- 
nation of flared column capitals and 
drop panels saves time and reduces cost 
of form work for concrete. Write today 
for bulletin showing test data, load 
capacities and economies of this system. 


SMOOTH CEILINGS SYSTEM CO. 


802 Metropolitan Life Bldg. 


GRIFFIN 


WELLPOINT 
SYSTEMS 


| JETTING PUMPS 


GRIFFIN WELLPOINT CORP. 


881 East 141st St., N. Y. 54, N. Y. 
Tel. ME. 5-7704 


"EG 


Dept. A, Minneapolis, Minn. 


/svcucooecenaeeancunuapeueeeanensennoreseenseancnorecescnngnnsene cota 


Buckets 


(oa euasnauoenenesnonoiienensennen 


Use this Class “‘E’ Clam Shell Bucket for 
dling crushed stene, gravel, sand and other 


hulk matessals 
THE HAYWARD CO., 48-50 Church St., N. Y¥. 7 


}fjjddddddddddd, 


.... the sand-cement product of the 
“CEMENT GUN,” 
ry Repairs, 


for Concrete and Mason, 
Pre-Stressed Tanks, Steel Encasement 


and for lining Reservoirs, Sewers and Tunnels. 


AOA 


eu Tans 


OU a 


GENERAL OFFICES —ALLENTOWN, PENNA..U.S.A. 


MANUFACTURERS OF THE “CEMENT GUN’ 


e January 1949 

























2 Here Are 

Reliable 
“wd Methods of 
STRESS ANALYSIS 


This new book brings you a down-to-earth explanation o! 
the fundamental! theories of structural analysis . . . out- 
ines the sound methods and practical techniques you cap 
put to use in handling effectively stress problems in many 
flelds 
It starts with strength of materials and goes on 
through statically indeterminate structures bring- 
ing you valuable data on trusses, deflections of 
structures and influence lines, model analy- 
sis of structures 2ensional 
frameworks, cables, plus many 
time-saving table see how 
the theory of structural anal- 
ysis is tied-in with ap 
plied mechanics: you're 
hown how to apply in 
ther fields of practice 
methods of analysis 
d for civil engi 
neering structures. 
sores of photos, charts, 
jiagrams and tables 
help make this book an 
n-the-job gu 













































































JUST PUBLISHED! 


ELEMENTARY 
STRUCTURAL ANALYSIS 


by 
J. B. Wilbur, ScD. and 
C. H. Norris, Sc.D. 
Both of M.I.T. 
600 pp., 6 x 9, illus., $6.00 


Here Is a time and work-saving reference book for prac 
ticing engineers. It gives you a thorough coverage of struc 
tural theory and methods of stress analysis it shows 
you how to apply basic principles ructural theory 
different types of structures—airpl boats, chemica 
and civil engineering struct ms to everydas 
problems are worked-out step-by-step—making for quick 
and easy understanding 


ELEMENTARY STRUCTURAL ANALYSIS, points out 
and explains the many factors involved in making sound 
structural analyses—loads, impact, soil pressure, forces 
as well as safety and practicality factors 

Three full chapters are devoted to analyses of structu 
with the use of models. You are shown the properties 
mode] materials . how to interpret model results 
how to understand and use the various instruments for 
measuring deflections. 





















res 






















19 Chapters Packed With 
Authoritative Information 















1 ot nec 13. Deflections of Structure: 
2. Reactions $ ysis o ti 
3. Shear and Bending : ate ote 
Moment . ~ 
4. Trusses ; stoner 
5. Graphic Statics aa Sac oe 
influence Lines eee 










Bridge and Roof Trusses 6. Other Structures 
&. Long-Span Structures 17. Model Analysis of 
4. Three-Dimentional : > 
Frameworks : » ataaiend 
©: Guevits Sirecceres &. Model Methods of 








Stress Analysis 
Other Uses of Struc 

tural Models 
Index 


TEST THIS BOOK—AT OUR EXPENSE 


You may use and examine this book for 10 days. Jn» 
return the coupon below y be at © save time an 
energy in those few days br using the practical materia! 
in ELEMENTARY STRUCTURAL ANALYSIS. At th: 
end of this trial ied either r the hook to us « 
continue to use rofit from by adding 
‘working’ libr 


10 DAYS’ FREE TRIAL 


sueecccececcucecssceceneusccessssecsssnsssescssccesscs 
McGraw-Hill Book Co., Inc., 330 W. 42nd Street, NYC 18 


Send me Wilbur and Norris’ ELEMENTARY STRUC 
TURAL ANALYSIS for 1 examination on af 





Cables 

2. Approximate Analysis of 19 

Staticaliy Indetermi - 
nate Structures 

























to you 






























proval. In 10 days I wil 00 plus a few cents 
postage, or return book p 
Name . 
Address 
City and State 
Company 
ion NR 1 4 





*SAVE! We pay postage and packing 
ash with your orde ‘ 


























$i4 Bids 11/9, awarded 1 H. R. Kel 
ley, 3723-A. Wilshire Blvd., archt. 
Ga., Atlanta GARAGE M. Rich & 
Bros., Ine c/o Stevens & Wilkinson, archts., 
157 Luckie St. N. W., auto parking garage, 
to Mion Constr. Co Techwood D Est 
aaa FORMING SYSTEM 
Atha FREIGHT DEPOT - Sea 
a 


R.R., W. D. Sir 
: Norfo 


pson, ch. eng 
Ik 10 Va freight 
on 05 Techwood D 




















2a44sW cr izO Ave ste 
I sltee i t o Freevy s at & “& 
( 807 W. « igo Ave Est. $70,000, \ 
ton & Kegle Evanston, archts 
ill., WAREHOUSE t H 
Dr ) Ger ‘ M rs he 
M Mich story 175x18 
Vare!l ise n ea ie Ra tens 
lr 1744 W. R St 
la., Bloomfield——POWER PLAN x 
a E ‘ tive B jeld x 
ns qu ‘ nt, Ur DB. 
S r s | x Des Moine $129,- 
i D \—EN} ur 
@kKy.. Junction City——PLANT—Krae \ 
eKy.. ae City P I Ki SAVES TIME 
' r ! s \ Inset shows how Symons System soves time in erecting 
$1,500,000, | \l 


s and stripping forms. Bolt posses through 2 x 4 studs ond 
souls tie loop. Wedge secures the ossembly. This simple device 

































































Missouri MPHOUSES si I cuts forming time 50%. 
nd Blar Johnson ( SAVES LABOR 
I Grove, $500,000. i pees ee ne ee oer 
Mo., St. Louis PLANT \ Horry G. Dehring, Foremon, Taylor Brothers, South Bend, 
8 ine Pes : St. Zor & ind., stotes “Seven men set up the forms for a 26’ x 27 
r plar a foundation in one hour ond fifteen minutes 
A. H. & t nr 2 Fox Me 
Sti ox. $100,000, nas SAVES COST 
at LS 
. 5 . . With Time ond Labor cut in two Plus sovings in 
Ho., St r SEI CE noils, spreoders, walers ond bracing Plus for 
: — contractor, greoter reuse of forms Costs drop to a new low 
t } sales 
s , 1 s bldg $1 Mar RENTED WITH PURCHASE OPTION 
s  s 6 \ i 
St., Zo 58.000 WRITE TODAY FOR FREE CATALOG 
I ‘ a, a 167 Bidg., 12 
Mo., St. Louis SALES SERVICE 
Wiese 1 ' & Engir ( Ss 
Va t Ss Zone 1 s 40x 
sales and ser is 
! is | I ‘ N. Grand 
Pa rORY CHICAGO 39, ILLINOIS 
I ik M I 
Ass f s Bris 
t Ss K i 
It Ike H J k R I 
$200,000 «b 4/28 ENR 
B La.. New Orleans—s FRAMING—Port 
Pa., Phila. VA MUSE ! yew ©) ans, Car Ss ‘ Dec 0, 365 
Refining ¢ \ Ss N Y s. ¥ s ral os ¥ ed or 
9 rick war s nd e Ave. Wha : Ss. D $ from 
s g ' 1 1 Steel ( str. | Whitney 1 B $83,220 
8 | $450 Le s D 12/17—ENR 2 
S cD I—_ ENR +N. M., Albuquerque—LAWN SPRINKLER 
YSTEM—U. S. Eng., P. ©) Box 1 »jeet 
Tex., Houston WAREHOUSE—H See ea eres oe eet ey on 
I n « 2 MeKinr s , ks G ip I, Ss Sas Ir 1@.-29-005 
were crete 49-37. CD 11/15 1/18 
: S P r Cor $ 4 CAI LDS 
D St. $150,000. Bids s D f 7 : ee AL = ene 
*x., Houston AREHOUSE t Hur ‘ 4 r s e Hos t 1 4. Rock af € 
Refining ¢ Hu e Bide rehouse f-s 8 uk S$ M Carn 368,000 
I Ss ' ‘ } $ D 7 NR 1¢ 
r b sexas “sulk st ‘e =W IMING POOL 
5. Ways St., $318,000. ' Fex., Nocona oer ae eee y: Bee 
» 12/2 NR 12/2 inder LB ee f sy King, 1719 L 
UNCLASSIFIED r s I \ $66,000, cb 
. ' Lt 
Te r, re =\ M NG Oo! g 
BIDS ASKED {Tex., Orange MMI - — e N 
January 19 s I New Orleans, L: D 2 Ur 
La., Baton Rouge—SWIMMING OOL, ¢€ ; a. reir swimming pe spe 
ape ge R Parish 15 St ; ‘ s ( ’ Cla 
L sSt..s poo ! ise neess St Hou r > 1,000 cD 3/2 
. ] I ! cars ENR 12/9 
I r Wash., Seattle—LIGHTING SYSTEM Ur 
8 Plans $1 ersity of Wasi i nH Zz 
H ( Laurel S$ 4 cb : > 1 1 ave 
4 s I ‘ \ 
I \L DISTRIBUTION LINES Zone 1 Es a cD 
i E ‘ T CONTRACTS AWARDED 
‘ rura r. lines, Lincolt Ala., Montgomery—1.1\ rocK COLISEUM 
s ‘ ‘ 8 Mis SITE GRADING State Bldg. Comn., 1708 
\ Sec 1\ Plans rosit Washing ! Ave £ 1 site vest k coll 
$ D n & . 1 ‘orsyt ; seu f State Agricultural Dpt » Tupek 
‘ n, St. Lou ( str. ¢ P She k. Smit & 
s Washing A $66,800. « 
ENR 12/2 
New Jersey—LIt Ft. Lauderdale BATH HOUSt# 
K. Cos € M Miner pring 1 R G 
A a I | k Ft. Laud nera 1 
: t 8 Contract houses. | Owr is. $200,000 D 1 
I $1 ENR 1 cD 
ENR 1 SUBWAY t D P 
January 28 ses, Su es, & Cont t ‘ H ( 
1 , Ss Sut SA ‘ 
@Ala.. Montgomery—LIVESTOCK COLISEUM D : : ' “ : = 
Ss Bld Comr Washir r S ‘ \ < ’ t ! ‘ 
t Ss Agr ' Dept Sis., $1,608,177. CD 14—ENR 
Ly : 
Ww. shir 7 ioe “M ¥ ¢ @tWroming and Nebraska—TRANSMISSION 
' CD ae ae LINE reau Reclar Casper, W 
é more tae Casper-Gering 1 ky transmissior e. Mis 
LOW BIDDERS 8 er | ' Ss 24 Scher 
Ala,, Selma—STADIUM—City J 4, ath- iminur 1 to $ h Hi-Line ¢ 
f ( sae ve ake 1 4A N.. Nashv Ter $1,024,996 
$219,266 ep ENR 1¢ I s 11/9 ep 7 ENR 1 ir LI 





January 13, 19499 ¢ ENR CONSTRUCTION 





REPORTS 











CONSTRUCTION REPORTS —Third Section 


WATER SUPPLY 


BIDS ASKED 
January 20 

N. Y., New York—Comr. Water 
& Electricity, Municipal Bldg., Zone 
structing, nstalling complete turbine driven 
pump. plants, suction and discharge mains, 
Water treatment plants and connections be 
twéen Croton Falls Reservoir and Shaft 11, 
Delaware Aqueduct, and between Cross River 
Reservoir and Shaft 13, Delaware Aqueduct, 
Westchester and Putnam Counties Plans 
deposit $5 CD 12/1—ENR 12/9 


January 28 
Tex., Childress — City, L. W McClendon, 
Mayor Baylor Creek Dam near Lake 
Childress, at city water supply proj. $300,000 
Plans deposit >. 3 M. Davis, P. O 
Box 536, engr 
February | 
Lufkin—c ity, water plant expan. im- 
prvs. $50,000 Plans d sit $20 h & 
Fowler, Gr Natl. Life Bldg Dallas, engrs. 
cD 5/5, under LB 


Tex., 


February 2 

Tex., Houston—City, M. H 
Water pump. station at Northeast 
land and Linn Sts. L. Fugate 
engr CD 10/30/44—ENR 7/13/44 


Westerman, secy., 
Plant, Ro- 
co owner 


February 16 
City, Comr. P. Wks., W. R. 
Newberry WW = imprvs 1 
m. £-1 addi to filter plant nel hanges 
nh existing filter plant « iw water pump 
station Plans deposit $25 Barber, Keele & 
Asso Inc Columbia, engr 


Ss. C., Newberry 


Wise, mer.-eng 


LOW BIDDERS 


Ore... Roseburg— Roberts eek Wate 
&o Ko 275, Jan. 3, i supply sys., 
Hen bros 4006 > E. Davis St 
land ) sans pipe $140,640 with 
CD 12 ENR 12/16 
Dallas—c ity, Earl Goforth, secy.. Jan 
Watermains, Young St from Whittle 

©. Box 5602, $84,930. CD 12/1 


Dist 


pe 
Tex., 


Mayor 
tchell 
989. 


itham, WW. sys., 
Bank Bldg 
ENR 1/6 


Shrevepor 


Ont., Trenton—Domi av wa- 
G. MecFar «& 1 Ee a- 
$150,000. inadian Commer- 

Lyon St.. Ottawa, engrs 

Crabtree Mills Municipality, filter 

t ins, hydrants, to Joliette Constr. 


Champlain St $120,000. cD 


SEWERS, WASTE DISPOSAL 
BIDS ASKED 

January 20 

York — President Manhattan 
Municipal Bldg., Zone 7, relief com- 
sewer in Bleecker St. from easterly 
Broudway to point ipprox 46 ft. 
adway, ete. Plans dposit $25 


N. W.. New 
Boro 
bined 
side of 


st of Lre 


February 7 

Calif., Oceanside—Cit 7 2% 
m.g.d. sewage disposal sys. $200,000. Plans 
deposit Quintor gineers Ltd $16 3S 


Figueroa Los An s, engrs. CD § 


y Third St 2% 


February 8 
Iil., Prineeton—City, City Hall 
Sanita ewers. $182,000. Stanley 
Hershey Bldg Muscatine la eng 


storm 


February 9 
Mass., Northbridge 
ymmrs ew ' rea ent plant imprvs nel 
larifier, piping appurte 
station Iteration $75,000 
Metealf & Eddy 100 Stat- 
engers. 


Sewer 


trickling  filte ‘ 
nance imp 
Plans de sit $10 


le Bld Boston 


February 16 
Newberry Cc Comr P 
se, mer-engr. Dr. H. B 
treatment plant (1 
udge digestive t € 
40 ft s- to 15-in. sewers 
e connections, 148 manholes 
Barber K e & Assoc 
Inc ? engr cp ENR 
8/8/46 


Wks 
Senn, chn 
ipid filte separate 

). Plans deposit 


LOW BIDDERS 


@Calif., Los Angeles—Bd. P. Wks y 
. dar § »wer and light « r for 
vated Sludge Plant ml Se 

Newberry Electric Corp 1038 

E Sst $1,000,000. CD 


ENR CONSTRUCTION REPOR 


TS e 


BRIDGES 
BIDS ASKED 


STATE HIGHWAY LETTINGS 


January 18 January 25 
Kansas Maryland 

January 20 January 27 

New Jersey California 

January 21 New Jersey 
K as 


LOW BIDDERS 


Calif., Los Angeles—Bd. P. Wks., 153 City 
Hall, Jan. 5, reconstructing 6 timber bridges 
at Shoup Ave., Saticoy St., Sherman Way 
Woodlake Ave., Fallbrook Ave., Van Owen 
, from N. M. Saliba, 4833 San ando Rd., 
Est. over $50,000 ENR 


Missouri—State Hy Dpt., Jefferson City, 
Jan. 4, two 80 ft. one 70 ft. and one 60 ft 
-in.-con I-beam span bridge over Black 

ake Creek and C. G. W. RR, road from 
Andrew Co. line to St. Joseph, a 0 plus 
96, Buchanan Co., from List & Weatherly 
Constr. Co., 231 W. 47 St., Kansas City, Mo., 
$186,854. CD 12/15—ENR 


CONTRACTS 
Maryland 
Western 
Contr. 


AWARDED 


State Rds. Comn., Baltimore, 
ipproach to Chesapeake Bay Bridge 
CBB 6-1-87 Anne Arundel Co 
Nello L. Tee Durham, N. C., $1 
Bids 12/7. CD 12/14—ENR 12 
Maryland—State Rd. Comn., 
ft. span steel I-beam_ bridge 
substructure, treated timber piles over Cox 
Creek, and grading drainage pe paving 
2.18 mi. approaches Chesapeake 
Contr CBB 1-87, Queen Anne 
Cc. J. Langenfelder & Son, Inc $427 
Hy Laltimore, $324,964. CD 12 
12/23, under LB 
Nebraska—State Dpt. Roads & Irrigation 
Lincoln, culverts 2 railroad subways, 
combined highway and railroad subwe 
highway bridges c conc surf FA 
Grand Island, to Bushman Constr 
and Felix Sts, St. Joseph, Mo., $973,111. Bids 
12/16. CD 12/30—ENR 1/6, under LB 
Washington State Hy Dpt 
rein.-con overstructure 
Ry and bit. 1.6 m . 
Sprague 
coln Co 


Baltimore, 64 
with rein.-con 


Olympia 
over on Pacific 
Secondary St. Hy. 11-C 
amont, FAS SG-02 (2), Lin- 

L. Bair C« Ide St., Spo 
$96.06 ds 1/7. CD -j—ENR ; 
under Street pads 

New Bru 
erickton, bridge 
Fredericton 


kane 


Province of N. B Fred- 
Petiteodiac, to Dpt. P. Wks., 
000. 


STREETS AND ROADS 


BIDS ASKED 


STATE HIGHWAY 


January 18 
Kansas 
Maryland 
January 19 
nsas 
January 20 
Nebraska 


LETTINGS 


California 
Loulsiana 


January 18 

Colorado—State Hy. Dpt 
Larimer Co.—Surf., oil 
tures 4.94 mi. Hy 14, 
and Walden. $1 207 
U. Watrous, hy 


Denver 

processing 
Fort 
date 


struc- 
Collins 
Mark 


bewteen 
Extended 
engr cD 1/4 


January 21 
Missouri—state Hy. Dpt Jefferson City, 
Barry and Jasper ( ies—oil aggregate 
surf. 2 i4. m sects Various utes, Div 
7, group 1 
Boone, Callaws Cole, Casper, 
nties if 
Variou 


Moniteau 
regate surf 
routes, Div > 


onc. 4.964 m 
east te Hamiltor 
0,000 
‘ 13 A, from De Kal 
Hamilton, ove $50,000 
1.014 mi 36, Sect. 14 A, from De 
lir Hamiltor under $50,00 
Caldwell, Clinton and De Kalb Counties 
| agxregat surf 13.81 mi. 4 sects., arious 
sutes, Div. 1 Group 1, under $50,000 
Carroll, Henry, Lafayette and Platte Coun- 
ties—seal nat, oil aggregate surf. 36.6 mi 
Div 4 ; 2 10 sections various 
inder $50,000 
Christian, Dallas, Gr 
Counties—oil aggregate 


Kalb 
Co ne east 


routes 


ne, Polk and Webster 
surf 49.87 m 
s various routes, Div. 8, group 1 


Dunklin, Mississippi and New Madrid Coun- 


ties—sand 


tior 
ons 


asph. mat. surf 1 m 4 sec- 

various streets, Div 

Franklin, Jefferson, Perry Washington 

ies—oil egate surf 93 m 8 sec- 

tior Various r es, Div. 6, group 1 
Jackson Co. cone 4.648 mi Rt 50, 

Sect. 2A, from Lees Summit east toward 

Lone Jack, over $50,000 


January 13, 1949 


from 
Jack, 


b. conc. 2.185 mi. Rt. 50, sect. 1A, 
near “ee Summit east towards Lone 
over $50,000 

Livingston Co.—roll stone-b. conc. 3.814 mi 
Rt. 36, Sect. 21, from Chillicothe southwest 
towards Mooresv 0,000 

4.084 m Rt. 3 from Chillicothe 
southwest toward Mooresville, over $50,000 

Stoddard, Way Boll or, Butler, Missis- 
sippi and New Madrid Counties—oi! aggregate 
surf. 50.095 mi. 15 sections various routes, Div 
10, group 1 c. W. Brown, ch. engr 


tuary 28 
Kentucky—State Hy. Dpt., Frankfort, 

Boyle Co.—tratfic bound surf. 3.841 mi. Junc- 
tion City-Forkland Rd., beginning approx. 1.5 
mi east ¢ Forkland and exten oward 
Junction ¢ . o 104(1) SP 11-320 

Rowan Cé« high type surf. 3.308 mi. More- 
head-Owingsville Rd beginning a Licking 
River, exten. to near Bluestone, 8S. P FI! 3(8), 
SP 103-82 


Allen, 
Otto 


Corpus Christi—city H H 
megr., asph. Water St $70,000 n. lL 
city engr CD 4/19—ENR 4/29 


February 9 
Louisian State Hy Dpt., Ba Rouge 
Assumption and Ascension arishes — bit 
9.551 mi Paincourty ille-Donaldson e Hy 
State Rt. 77 P. 407-08-03 and 4907-09-03 
Avoyelles i cone 2.758 m Red 
River Br proaches, (Moncla), State Rt 
War E Relief Proj. No. WER- 
FAS 1(1) P. 338-03-1 33-02-08 
Bossier Parish i z=hton-Doy- 
line Hy., State 5 "4 
Caddo t 7m od- Moor 
ingsport tate Rt. 994 3 48-03-03 
angeline Parish—bit. rein.-con. deck girder 
bridges 10.: mi. Oakdale-Vidrine Hy State 
mt. 22. & 3 66-06-07 
§ mes Parish—bit. 17.4 mi 
sion Parish Line Hy 
04-09 nd 256-0 07 
St. James and St. John 
mi. St. John Parish Line-Remy and Reserve 
Rd. Hys., State : 1 and 1122, S. I 256 
( 11 and 256-30 
. Mary Paris! 5.45 mi. North 
) Sale Hy State Rt. 60, S P. 243-02-10 
gipahoa Parish—bit. and timber trestle 
3 mi. Kentwood-Washington 
State Rt. 71, S. P. 2 04-05 


Remy-Ascen- 
State Rt. 1, S. P. 256- 


Parishes—bit 7.5 


end- 


Parish I 


LOW BIDDERS 
Connecticut—State Hy. Dpt 
t withdrawn fror Jan. 3 

807 ft. W. Mystic 


. Hartford, proj 
letting, b. cone 
2,162 ft. storm sewers 
in W st Ave Town Aid Proj., Groton 
cD 12 -ENR 12/30 

Missouri—Sitate Hy Dpt Jefferson City, 
Jan 4 ridges Asphalt Paving Co 
1411 Centr r istrial Dr., St. Louis, b 
4.494 mi t 66, Sect. 7 B from Bourbeuse 
Railroad toward Pacifi Franklin Co 
$104,810; I Rt. 99 TR Sect. 1 A from 
Alton ) 2 toward St. Louis, St. Charles 
inous Pay 
Louis, b. conc 


Co from Granite situr 
ing Co 3 an St., 
4.097 m tt. 66 er fro nway throug) 
Lebanon, $65,694; 4.557 m Rt 66 3 
from Conway through Lebanon. 872,490; 4.631 
m Rt ‘i ’ 4 from Conway throug! 
Lebanon 73 . all foregoing Laclede Co.*** 
from Fre Contractor, Inc., 7929 Ala- 
bama St “ ided earth and c. conc 
4.485 n t ) Proj. T 1 236(6), from 2 m 
east of ry east through War- 
renton . yy aast of Montgomery 
Co t t ro 1 far ‘ Rt Proj 
F I 23 6 re i fro: ! east 0 
romery cr eas t t ’ rrenton 
922, both Warren - 2/15—ENR 
tSouth Dakota—Bureau lamation 
Interior K. 1-A, Der Federal 
Denver “ole incelled to have 
pened J: treets, s rag water - 
trical Pump House furnishing 
pump tanks quip. for Bixby Govt 
Camp t tiver Basir Pro Mo- 
R#-22 (Region 6) cD 


Sect 


CONTRACTS AWARDED 
Washington—s Hy. Dpt., Olympia, surf. 
4.443 Wen Heights Junction to 
FAS S-0435 (1), Chelan Co. and 
ipp 0.459 mi. Primary State 
Leavenworth, ER. P. No 
to Goetz & 
$159,965 
raining 4.824 
2-F, o E City 
Strong 1 4045 ’ 
Tacoma, $416,842. Grand total $649,357 
1/7 CD 12 


EARTHWORK, WATERWAYS 


BIDS ASKED 
January 18 

+Coloradoe and California—Bureau Reclama 
tion Dpt Interior 1-A Denve i- 
eral Center yen\ furnish, del. f.o.b 
cars sh t r r f.o.b. cars ranby 
Colo and $e y. Calif one 20 in siphon 
breaker discharge outlets, Granby 
Pumping & Colorado-Big Thompsor 
Proj., Col three 20 in. siphon breaker for 


53 











FOR BOTH THICK AND 
THIN CONCRETE SECTIONS 


This husky, self-contained, trouble-free unit, powered by a thoroughly dependable Wisconsin 
engine with automatic clutch, may be had with three vibrator heads for thick and thin 
sections, flexible shafting (!/2" core) in 7 to 14' lengths up to 28 ft. Full swivel, dirt-proof 
base. Variable speed control up to 7500 V.P.M. Wheelbarrow with drop handles is optional. 


The JACKSON line contains the ideal vibrator (internal or external, hydraulic, 
flexible shaft engine or electric motor driven) for every type of concrete con- 
struction. Write for information on the type you are interested in. 


ELECTRIC TAMPER & EQUIPMENT CO. 


LUDINGTON 





“GUNITE" CONCRETE 


(SINCE 1915) 


For @ Steel Piate Lining © Steel en- 
casement @ Building new walls © 
Lining water reservoirs, tunnels 
and sewers @ Pilate lining of steel 
stocks, bunkers, ducts @ Repair of 
disintegrated concrete and masonry 
@ Canal, ditch and drain lining. 


GUNITE CONCRETE & CONST. CO. 
1301 Woodswether Rd., Kansas City 6, Mo. 
District Branch Offices 


R. N. Turner, Dist. Mgr., 228 No. LaSalle 
St., Chicago 1, Ill. B. H. Mueller, Dist. 
Mgr., 6625 Delmar Blvd., University City, 
(St. Louis), Mo. Philip D. Barnard, Dist. 
Megr., 2036 Addison, Houston $, Tex. 


Branch Offices: Denver, Dallas, New Orleans 











MICHIGAN 


Irvington 
FORM & TANK CORP. 
Irvington, N. Y. 


ENGINEERING NEWS-RECORD READERS CORDIALLY INVITED 


Florida’s West Coast 


BOCA GRANDE HOTEL 


All Buildings Modern Brick Construction 


Facing Gulf of Mexico 
shelling, superb cuisine, combined with finest 
Distinguished Clientele 


and CLUB 


BOCA GRANDE, FLORIDA 
(100 miles south of Tampa) 
Providing relaxation, world-famed fishing, 2 mile private beach, golf, 


modern accommodations 
18th Season same ownership, Joseph Spadaro, Owner-Gen. Mgr 


American Plan only. 


*Club Open *Dec.-June * Double with bath $24—$26; Single $16—$18, daily. 
* Hotel Open * Jan.-April * All outside rooms with private tile bath and shower. 


Ask for Folder E 


* Double room $30 daily and up-Single occupancy $22 daily and up. 
Information—Reservations 


Wire or write—Boca Grande Hotel—Tel. Boca Grande 4251, or 
N. Y. OFFICE—Edith L. Turner, Rep., 51 E. 42 St., MUrray Hill 2-3341 or 8442 


o4 





January 13, 1949 e@ 


ENR 





pump 
Plant, 


discharge 
Central 


outlets, Tracy 


Pumping 
Valley Proj Calif Spec 
2491. Extended date. CD 12/8—ENR 12/16 


January 19 
+Maryland—t. &. Eng., 
ve N Ww Wash 2 
dging, Pocor 
t Co and ling Bay dD 
s al No. Eng 8-020-49-51, $ 
000. CD 6/9/44—ENR 6/29/44 


21 St 
2%, D. C 
River (The 








January 20 


+Nebraska—Bureau Reclamation, Dpt. In 
terior, Superior, Superior-Courtland diversion 
dam and earthwork, structures for Superior 
Canal, Station 1 plus 74 to 10, plus 00 
sour River Basin Proj Bost 






Plans 





Guide Rock, Spec. 2495 
Extended -date. CD 1 


6 


January 21 


*Washington—\ S. Eng., 4 E. Marginal 
Way, Seattle, Zone 4, maintenance dredging 
Whatcom Creek Waterway Bellingham 
Spec. 45-108-49-102 


January 26 
+Washington—U. S. Eng., 4735 E 





Margin 
Way Zone 4, maintenance Eas 
Waterway, at Seattle, Spec 4 8-49-104 
On or About March 3 
+Mass., West Springtield—| Ss. Eng Arn 
Base Boston, Riverdale Dike 
and Riverdale Pumping St 





Springfield, Connecticut River 
Pro CD 1/7—ENR 2/3 





LOW BIDDERS 
@+California 









Bureau Rec pt Ir 
terior, Coachella, Jan. 4, ea rk pelines 
structures, Laterals 119.64 to 123.4, sublat 

als Unit 6, oachella Val Distr Sys 
1 1 t n n 
r I e & 

s0x il Annex 


54, 





+California-——Bureau Recla 
t I Antioch, Jan 
\ r tank, Tracy Pump 
Valley Proj work Pt 
of y Spec 2487 
| Plate Corp., 1 an 
Kan., $57,384. ¢ 





sas C 



































+California—| 8 Eng 
Sa imento, Jan. 4, levee set 
prot tion glong left bank Old 
rt Tract, Serial No. Eng.-64 
1374, from A. Teichert & Son 
Sacramento, $71,829. CD 12/2 

: leral | 
1 ha 
18 w“ ks 1 

‘ av cut-off canal, concrete w r and ip 
purtenant structures, Mount emens, Seria 
No Eng. 20-064-49-45. CD 1 23—-ENR 1/6 
@*#Montana Bureau Reclamation, Dpt. In 

or, Helena, rejected bids De 1 anyon 
Fe y Dam and powe plant Misseur River 
Basin Proj., Spec 34, ln Bs. $12,940,845. Will 
readvertise. CD 12 ENR 12/9 

+North Carolina—U. &S. Eng., 308 Custom 
house Wilmington rejected vids Dee 2 
dredging Beaufort Harbor (full id Char 
nel) Serial No Eng-31-07 49-22 Will re 
advertise 
@tOkliahoma—U. S&S Ens A 
craft Plant Tulsa, Jan gutes 
era tunnels, access road i ler Ferry 
Dam on Illinois River, Se« Eng-34 
066-49-39, from W. K. Mellya Douglas 





St.. Dallas, Tex., $3,599,623. Est. $3,900,000 
CD 11/15—ENR 11/18 

Que., Sorel—Dpt. P. Wks., 
Jan. 5, steel sheet 
sucien Lach 
9,924. CD 


Ottawa, Ont 
piling retaining wall, from 
95 George St Approx 


—ENR 12/30 





CONTRACTS AWARDED 
@tCalifornia— Bureau Rec 
ter Antioch concrete 

Delta-Mendota Canal 
0 to 2149 plus 890, timber 
it Station 1229 plus 28.0, Cen 


pt. In- 
tructures 
plus 
















ec 160, to Hubert H. Eve ) 
Wes $3,679,107. Bids 12/3, awarded 1 
cD 2/9—ENR 12/16, under LB 
tidaho—Bureau Reclamation, Dpt. Interior 
veur D'Alene, pump discharge line Sched 













1, concrete a eel pipe, Hayde 
Rathdrum Prairie Proj., Spec. R1-30 
1 Ww lL. Ridge, Spokane, Wast 
Bids 10/15 awarded 12/31 CD 9/23 
9 30 

La., Lake Charles—Calcasieu Parish Police 
ju Lake I ind) Bayou 
Drainage Proj M. Ray Constr 
“o., Monroe, ating 540,000 cu 
vd in Black é 100 cu. yd, Starks 
Area, Ward 5 Eunice, $105,458, 
CD 12/28 
@tSouth Dakota—ureau Reclamation, Dpt 
Interior Lemmon, sShadehill Dar Missour 
Basin Proj. Grand River Unit, Spec. 2421, to 
s |. Groves & Sons Co., 510 Wesl Temple 


McLaugh 
$5,116,- 
under 


Bldg Minneapolis Minn. and J. Ll. 
lin. Ford Bldg., Great Falls, Mont 
Bids 10/28. CD 11/9—ENR 11/11 





CONSTRUCTION REPORTS 


LATIN AMERICA 


Brazil, Contiguiba—Companhia, Nacional de 


Alealis S. A., Rio de Janeiro, underground salt 
deposit, own forces. $200,000, 


AIRPORTS AND AIRBASES 


BIDS ASKED 





January 21 
N,. Fayetteville — ADMINISTRATION 
BLDG City, Charles G. Rose, Jr., mayor, ad- 
ministration bldg. at Municipal Airport. Plans 
le posit $19 Mann & McLaw rn, Greensboro, 
engrs. and archts CD 1/9/45—ENR 1/25/45. 








February 7 

la., Des Moines—ADMINISTRATION BLDG. 

City City Hall, administration bldg. at 

inicipal airport, $698,470 Wm. Nielsen, Old 
Colony Bldg., archt. CD 3/3—ENR 3/18. 
LOW BIDDERS 

+#Canal 7 POST EXCHANGE SERVICE 
STATIONS—U Ss Eng Box 5043 Ancon, 

inal Zone, rejected bids Dec. 8, post exchange 


service station, ance Air Force Base, Inv. 
§ 15-49-8 Will re-advertise. 















CONTRACTS AWARDED 


Alta., Namao—HOUSING—Dominion Govt., 
Dpt. National Defense, Cartier Sq., Ottawa, 
Ont., 50 units, married personnel at airport, 
to A. Johnson 11204 99 Ave., Edmonton, 
$100,000. Canadian Commercial Cory 70 Lyon 
St., Ottawa, Ont., engr CD 6/28—ENR 7/8. 

Newfoundland and Labrador, Goose Bay— 
AIRPORT IMPRVS.—Dominion Govt., Dpt. 
National Defense, Cartier Sq. Ottawa, Ont., 
airport mprvs., to Terminal Constr Ltd., 
1912 Dominion Square Bidg Montreal, Que., 
$90,000 Dpt. National Defense, Cartier Sq., 
Ottawa, Ont., archt Canadian Commercial 
Corp., 70 Lyon St., Ottawa, Ont., engrs. 


PUBLIC BUILDINGS 


BIDS ASKED 

















January 18 

+Ga., Augusta—U. S. Eng., Post Office Bldg., 
Savannah, Post Exchange Bldg. 402 addns., 
Oliver Gener Hospital, Serial Eng-08-133-49- 
142 Extended date cD 1/5. 

N. Y¥., New York—New York City Housing 
Auth. 63 Park Row, New York, Zone 7, gen- 
eral construction, heating and ventilating; 
electrical work, plumbing for Nostrand Hous 
Proj NYC-11 to be constructed = in a 
unded by Bragg St., Avenue V, Batchelder 

and Avenue X Plans deposit $25. Ex- 
tended date. CD 12/31—ENR 1/6. 












2s 








January 20 
Alta., Lacombe—P. Campbell Hope, archt., 
$11 Union Bldg., Edmonton, high school for 
School Bd., Lacombe, $300,000. CD 1/19— 
ENR 2/26/48. 
January 24 
Ore., Portland — Portland Housing Auth., 
9015 N. Foss St., converting 8 war dormitory 
ides. at Swan Island to 102 dwellings. Proj. 
PHA No. Ore-35388-F Plans deposit $50. 
Wick & Hilgers, Spalding Bldg., archts. 


January 25 
Calif., Agnews—State Div. Architecture, P. 
Wks. Bldg., Sacramento, three 2 story, rein.- 
con. ward bldgs., Units 4, 5 and 6 at Agnews 
State Hospital. Plans deposit $25, 


January 27 


Ark., Mena—Polk Co., Mena, 36-bed hospi- 


tal Plans deposit $25. Haralson & Mott, 
Fort Smith, archts. 


February 2 


+Arizona — Rureau Reclamation, Dpt. In- 
terior, Ph misc. structural steel for Gila 
Substation, S R3-PX-10, (Region 3). IL. N. 
McClellan, Bldg., 10A, Denver Federal Center, 
Denver, Colo, ch. engr 
@Wash., Seattle—School Dist. 1, 810 Dexter 
Ave., 1 and 2 story, rein.-con., masonry Junior 
H 1 School. $2,000,000. Wm. Mallis, 631 Lyon 
BI Zone 4, archt CD 11/10—ENR 11/2 




















February 8 


+Arizona and California—Bureau Reclama- 
tion, Dpt. Interior, Bldg., 1-A, Denver Federal 
Center Denver, Colo., furnishing del 
cars shipping point or f.o.b. cars Earp, (¢ . 
one 10-ton, 3-motor floor-operate overhead, 
traveling crane for Parker Power Plant 
chine shop, Parker Dam Proj., Spec. 
I, N. McClellan, ch. engr 

*Washington— Bure 
terior, Bldg 1-A 














u Reclamation, Dpt. In- 
Denve Federal Center, 
Denver, Colo., one n. ring-seal gate, hoist, 
drive unit position ndicator, limit switch, 
seal-control valve anf wrenches, for station- 
service penstock, Grand Coulee Power Plant. 
Columbia Basin Proj. Spec. 2530. Plans de- 
posit $2 
*Washington—Bureau Re 
terior, sldg. 1-A, Denver 
Denver, Colo., one 
hoist for 















lamation, Dpt. In- 

Federal Center, 
in. ring-seal gate and 
station-service penstock, Grand 
Coulee Power Plant, Columbia Basin Proj., 
Spec, 2530. 








ENR CONSTRUCTION 


REPORTS e 


February 17 

+Arizona and Nevada—Bureau Reclamation, 
Dpt. Interior, Bldg. 1-A, Denver Federal Cen- 
ter, Denver, Colo., five 2,000-amp bus struc- 
tures with current and poten 1 transformers, 
disconnecting and grounding switches, ca- 
pacitors and 1 tning arresters for unit 1 
through 5; five kva transformers; and _ five 
85 kw resisters for Davis Power Plant, King- 
man, Davis Dam Proj., Spec. 2528. 











On or About February 21 

¢+Ala., Bay Minette—U. S. Eng., P. O. Box 
1169, Mobile, motor vehicle storage blidg., 
Inv. Ser. No. 01-076-49-02. CD 5/11—CD 5/27. 

+Ala., Haleyville—U. S. Eng., P. O. Box 1169, 
Mobile, motor vehicle storage bldg., Inv. Ser. 
No. 01-076-49-06. 

+Ala.,. Hamilton—U. S. Eng., P. 0. Box 1169, 
Mobile, motor vehicle storage bldg., Ser. No. 
01-076-49-06 

+Ala., Hartford—vU. S. Eng., P. O. Box 1169, 
Mobile, motor vehicle storage bldg., Inv. Ser. 
No. 01-076-49-04, 

+Ala., Oneonta—U. 8S. Eng., P. O. Box 1169, 
Mobile, motor vehicle storage bldg., Inv. Ser. 
No. 61-076-49-05. 

+Ala., Sylacauga—U. S. Eng., P. O. Box 1169, 


Mobile, motor vehicle storage bldg., Inv. Ser. 
No. 01-076-49-03. 











February 24 


+California—Bureau Reclamation, Dpt., In- 
terior, Bldg 1-A, Denver sderal Center, 
Denver, Colo., furnishing, del. f.o.b. cars ship- 
ping point or f.o.b. cars Redding, three 196,000 
volt insulated, 300/600 to 5 
mersed, self-cooled outdoor current trans- 
formers; three 196,000 volt-insulated, 138,000 
to 69/115 volt, oil immersed, self-cooled, out- 
door potential transformers, and one three- 
phase, three ement, four-wire, watthour ree 
cording demand meter for Shasta substation, 
Central Valley Proj., Spec. 2531. L N. 
McClellan, ch. engr. 








ampere, oil-im- 














LOW BIDDERS 


Ark., Little Rock—State Hospital for Nerv- 
ous Diseases, Little Rock, Jan. 5, general vone- 
tract 4 wing unit for tubercular patients at 
State Hospital, from Ditmars, Dickn & 
Pickens, Gazette Bldg., $467,890. CD 1 




















Contr Hartford — State, Fred R. Zeller, 
comptre r, State Capitol, Dec. 27, 1 and 2 
story, 40 x 182 ft., 3 wings 40 x 78 ft. brick, 
steel, concrete E-shaped alcoholic hospital, 
Coventry St from Associated Constr. Co., 


1010 Wethersfield Ave., $423 
CD 12/9—ENR 12/16. 
on—State of Virginia, Richmond, 
Jan. 3, laundry for Southeastern State Hospi- 
tal from Trin & Dobyns, Dublin, $131,000. 
CD 12/15—ENR 12/30 

td. Edue., Beloit, Jan. 4, 1, 
319 x 541 ft. U-shaped Senior 
from Sherry-Richards Co., 201 


ch Ill., $2,364,830. CD 





500, Est. $425,000. 











Commerce, R.A. Rich, chief 
of Contr & Procurement Div., Box 440, 
Anchorage, Dec. 9, siX two story frame apart- 
ments concrete fdns. at Annette, from M. P. 








Munter Co Vance Bldg., Seattle, Wash., 
$628,984***one at Cordova and 2 at Yakutat, 
from Keil Peterson, Cordo $367,167*** 
3 at Woody Island, fr 





n H. F. Wolff, Anchor- 





age, $313,000, CD 11 


CONTRACTS AWARDED 

Colo., Fort Collins—Colorado A. & M. Col- 
lege, Fort Collins, 1 and 2 story, 250 x 350 ft. 
veterin hospital, to Brown hrepfermann 
& Co., 240 Washington St., Denver, Est. 
$100,000. CD 12/15—ENR 1/1. 

Colo., Tri ad—cCity, J. R 
municipal steam ¢ 











Fuller, mer., 
trie generating plant, two 
2,000 kw. turbo-s erator units, two 45,000 sq 
ft condensors and 1 set switchgear, to West- 
nghouse Electric & Mf Co., Gas and Electric 
Bldg., Denver 3 Rocky Mountain 
Eng. Co., 1441 Welt St., Denver, engrs. and 
archts cD 4/14— R 4/29. 

Conn., Storrs—State, Fred R. Zeller, comp- 
troller, State Capitol, Hartford, utilities and 
services, physical education group bldgs., con- 
structing conduits, pipelines, ete., University 
of Connecticut, to A. Barry Constr. Co., 57 
Farmington Ave., Hartford, $97,440. 

+North Dakota—U. S. Er Box 300, Fort 
incoln, Bismarck constructing Townsite, 
Stage III, G son Dam and Reservoir, Rive 
dale, Inv 5-49-41, to National Builders, 
Ine. 6004 acy Ave., Minneapolis, Minn. 
$948,615. Bids 11/30. CD 12/8—ENR 12/16, 
under LB. 

Wash,, Everett—State Hy. Dpt., Olympia, 
shop bldges. for maintenance headquarte 

























to Odegard Constr. Co., Everett, $127,950. 
Bids 1/7 CD 12/27—ENR_ 12/30, under 





Streets & Roads Washington Roads. 


COMMERCIAL BUILDINGS 


BIDS ASKED 
January 18 


N. C., Mooresville — The Civic Planning 
Council, Ine., Mooresville, war memorial com- 
munity center bldg. Plans deposit Vv. W. 
Breeze & Assoc., Inc., Shelby, archt. 


January 13, 1949 














January 20 
La., New Orleans—Wogan, Bernard & De La 
Vergne, archts., Pere Marquette Bldg., 2 story 
convent, 3 story parochial school, 1 story gym- 
nasium, auditorium bldg., for St. Louis Ca- 
thedral, 615 Pere Antoine Alley. 





January 

Fla., White Springs—Stephen Foster Memor- 

ial Comn., White Springs, museum, curators 

dwelling and service bldg Total est. $500,000 

Plans deposit $25. Mackey W. White, RFD 

No. 1, Box 558, Annandale, Va., archt. and 
engr. CD 11/5—ENR 11/18. 








February 2 
@N. Y., Watertown—House of the Good Samar- 
an, 832 Washington S hospital alterations, 
ldns. $1,500,000. Crow, Lewis & Wick, 200 
ifth Ave., New York, archts. CD 5/14/47— 
ENR 5/22/47. 








Bids Asked 
Que., St. Jerome—A. Lapointe, 225 Labelle 


St., 4 story, bsmnt., concrete, steel, brick 
hotel, $300,000. CD 6/28 ENR 6/38. 


SOON LETS CONTRACT 

Calif., Boyes Hot Springs—Roman Catholic 
Archbis! of San Francisco, Archbishop 
Hanna Center Inc., 785 Ma 













soon lets 
contract Archbishop Hanna or Boys, 
Over $500,000. Plans depos $100. Extended 
date. J. Francis Ward John S$ les & 


Mario Ciampi, 580 Market St., San Francisco, 





archts ‘larence E. Seage, 932 Monadnock 
Bldg., San Francisco, engr. CD 12/15—ENR 
12/30 


la., Sioux City—Morning 

> Ave., soon lets contra 
5 mming pool $400,000 

Wm. Beuttler, 405 Insurance 
archt. CD 1/7—ENR 1 
. C., Greensboro—Voorhees, W 
mith, archts., 101 Park Ave., 
. soon lets contract store for 


Extended date. 


Morn- 


ise and 






date 
hange Blde., 











er, Foley 
ew York, 


s Stone 








G-eensboro, 


. 12 
ENR 12/30. 





CONTRACTS AWARDED 


Ore., Portland—Prescott Corp., 75 
Glisan St 





5 N. E. 
Knapp to 

$300,000. Ormond 
archt 


e & Carruth, 1087 W. 41 





, 51 dwellings, 84 to 87 an 
Flavel Sts. force ccour 
A. Bean, Fenton 


Tex., Houston 

















St. 41 dwellings, Gardenia St., own forces. 
$110,000. CD 1/5. 

Tex., Houston— M ic! DeGeorge, Casper M. 
Det Estate AY ssador Hotel, tourist 





motel, to Sam Loprest 01 Palm St. Approx. 
$250,000. CD 9/28/45 SNR 10/11/45. 

Tex., Pasadena—Max Krauss, Pasadena, 100 
addnl. duplex dwellings, adjacent t Maxwell 
Houses, Inc., own forces. $800,000. CD 4/13— 
ENR 4/29. 

Wis., Fort Atkinson—Fort Atkinson Me- 
morial Hospital, Fort AtKinson, general con- 
ract, 2 story, bsmnt. hospital, to T. S. Willis, 
32 Hayes Block, Janesville, $ B90. Bids 
11/3. CD 11/9—ENR 11/18, under LB. 

Que., La Minerve—Chapleau Club La Mi- 
ve, fishing club, to G. Archambault, Ltd., 
Atwater St., Montreal, $70,000. Cravier & 
Belanger, 527 Notre Dame de Grace Ave., 
Montreal, archts. 


INDUSTRIAL BUILDINGS 


BIDS ASKED 

Ont., Wi 
2088 Willis 
steel, brick 













n 










Isor — GARAGE — James Martin, 
aud Cr ent, 70x105 ft., concrete, 
rage addn, $80,000. 





LOW BIDDERS 


N. C., Charlotte — WAREHOUSE, etc. — 
Cherry-Burrell Corp., 607 W. 5 St., warehouse 
and office, from Laxton Constr. Co., Inc 127 
Brevard Court, $203,421. CD 11/23—ENR 12 

N. C., Clinton — PLANT — Lundy Packing 
Plant, Clinton, Jan. 4, packing plant, from W. 
A. Simon, Ince., 309% Marstellar St., Wilming- 
ton, $ 554. CD 12/14—ENR 12/16. 


CONTRACTS AWARDED 


Conn., Waterbury—PLANT—Waterbury Hos- 
tobbins St., 1 story, 40 ft. high, 45x67 
concrete boiler plant addn., 
‘ W. J. Megin, Inc., 51 Elm 8St., 
Est. $68,000. 
—FACTORY, ete.—Perkins Prod- 
7. 65 St 1 story, brick, steel 
> g., to Algot B. Larson, 
s st. $750,000. Sessions 
Eng. Co., 1 N. LaSalle St., engr 
N. Y., Rochester—PLANT—Eastman Kodak 
Co., Kodak Park, Rochester, Zone 4, 3 story 
B 28 addn. in Kodak Park, own forces 
28,000. CD 8/19—ENR 8 5 
Tex., Houston — PLANT — George Rackie & 
Sons, 8500 Lyons St., mfg. plant, to The Austin 
Co., M & M Bldg., Approx. $100,000. TD 1/5 
Tex., San Antonio — SERVICE ST 
Sinclair Refining Co., c/o E. D 
Laredo St., 6 service stations, to Gay Hughes, 
428 Gunter Bld $105,000. Est. $115,000. Bids 
11/29. CD 11/23—ENR 12/2. 












































Proposal Advertisements, see pp. 56 & 57. 
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OFFICIAL PROPOSALS _ 


Bids: January 18, 1949 (S510) 


Garbage Incinerator Repairs | 
NOTICE TO BIDDERS 
SEALED BIDS for repairing the walls, | 
arches and flues of the four furnaces at | 
the City Incinerator, Long Beach, Long 
Island, N. Y., together with the furnish- 
ing and installation of a new cast iron 
ring for each charging opening, will be 
received by the City Council of the City of 
Long Beach at City Hall, Long 
N. ¥ until eight o'clock P.M. Eastern 
Standard Time on Tuesday January 18 
1949, and then and there publicly opened | 
and read alovd 
Notice to Bidders, forms of proposal and 
contract, and specifications may be ex- | 
| 


Beach 





amined at the office of the City Clerk dur- 





ing the hours of § A.M. to 4 P.M fron 
Monday to Friday, inclusive 

The City Council of the Cit of Long 
Beach reserves the right waive any 

rmalities in or t reject’ any | 
bids, or to accept any bid whic they | 
to be most favorable to the interests | 
City 


Maurice J. Fleischmar 
City Clerk 
January 1949 Long Beach, N. Y 
Bids January 1s 49 (811) 


Garbage Incinerator Repairs | 
NOTICE TO BIDDERS 
SEALED BIDS for repairs to the 


charg 
I floor of the City 1 


cinerator located 
0 State Street, Long Beach, L. I., N. Y 
will be received by the City Council of the 
City of Long Beach at City Hall, I 
Beach, N. ¥ intil eight o'clock P.M. } 


i 











mz 


t 









ern Standard Time ym Tuesday, January 
18, 194 and then and there publicly opened 
and read aloud 

Notice t« idders, forms of proposal and 


contract and specifications may be ex 
imined at the office of the Citv Clerk dur 














ing hours « + AM. to 4 P.M fror 
M« to Friday, inclusive 
City Counc’! of the City of Long 
ach reserves thé right to waive any ir { 
ormalities in or to reject 1 bids 


to accept any bid which 

most favorable to the intere | 
Maurice J. Fleisehmatr 

Long Beach, N. ¥ City Clerk 

lary 5 1949 

Bids: February 2, 1 


a9 

State Road Work 
VOTICE TO CONTRACTORS: STATE DE 
PARTMENT OF PUBLIC WORKS AL 
BANY, N. Y¥.—Pursuant to the provi : 








of Chapter 63 Laws of ' is «al 
nd special provisior for projects 
with federa aid funds sea pr 
w bee received inti ten-thirs 


A.M eastern standard time n WEDNVES 
DAY, FEBRUARY 1949 by Henry A 
Cohen, Director, Bureau of Contracts & A¢ 
14th Floor, The Governor Alfred E 
iding. Albany. N. ¥ 
rojects Maps pla 








Smith State Office Bu 


the followings 





























| Department of Public 





@ SEARCHLIGHT SECTION q 


OFFICIAL PROPOSALS 


Bids January 26, 1949 (792) 


Reservoir and Appurtenances 


Office of City Purchasing Agent 
Nashville, Tennessee 

Sealed bids will be received by the Pur- 
chasing Agent of the City of Nashville, 
Tennessee, at the office of the Purchasing 
d nt, until 10:00 A.M. Central Standard 
Time, January 26th, 1949, for the West 
Nashville Concrete Reservoir and Appur- 
tenances, according to plans and specifica- 
tions which are on file in the office of the 
Director of the Nashville Waterworks De- 
partment, Room 201 City Hall, Nashville, 





| Tennessee and also the office of The 


Chester Engineers, 210 East Park Way, 
Pittsburgh 12, Pa Immediately after clos- 
ing time for the receipt of bids they will 
be publicly opened and read aloud in the 
office of the Purchasing Agent, City Hall 
The successful bidder will be required to 
furnish a satisfactory performance bond 
All bids shall be made upon the blank 
forms of the contract documents 


posal Form, Contract Plans and Specifica- 


tions and Instructions to Bidders may be 


obtained at the office of The Chester Engi- 
neers by depositing Twenty-five Dollars 
($25.00) for each set of documents so ob- 
tained . The entire deposit will be refunded 
to each actual bidder and Fifteen Dollars 
($15.00) will be returned to all others 
who return plans and specifications in good 
condition within ten (10) days after open- 
ing of bids 

The right is reserved by the City of 
Nashville, through its Mayor, to reject any 


and ail bids, to waive any informalities in 


| the bids received, and to accept any bid 
| which in its opinion, may be for the best 


terest of the City 

\ certified check or bank draft, payable 
the City of Nashville, or a satisfactory 
bond executed by the bidder and a 
t company authorized to transact 
susiness in the State of Tennessee, in an 
imount equal to Five Percent (50%) of the 








| bid, shall be submitted with each bid 


No bid may be withdrawn after the 
scheduled time for the receipt of bi 
CITY OF NASHVILLE, TENNESSE 
E. B. Smit 
A-1 Purchasing Agent 
seen and obtained at the office of the State 
Works, Bureau of 
Contracts & Accounts, Albany, N. Y¥ and 
at the office of the District Engineers noted 
below, and may also be seen at the office 
of the State Department of Public Works 
270 Broadway, New York City 
The deposit for plans and proposal forms 
for each contract containing 1 to 15 sheets 
$5.00: 16 to 30 sheets, $10.00: over 30 
eets, $20.00 4 refund will be made in 
t bidders for the return of one set 
good condition within 30 days of award 
ejection of bids refund for all other 
d condition, similar period, will 
deposit 














ets in go 





















I yroposa ! t Proposal for each contract must be sub 
( ( tN Na Miles Type Deposit Cost of Work 
DISTPICT N 
G. L. Nickerson, Dist. Fngr., 353 Broadway, Albany, N. Y 
Warr FASS 49-4 Sod No. Creek, ( } 0) 61-Bear 8 1/2" 000 
No. 29 Proj. No. $22 Vone. Slab 27’ Grat Pla 
Sur Tr ¢ 
DISTLICT N 
I ur, Dist. Engr., 109 No. ee St., Utica, N.Y 
Fult FAS SH 49-2 Cork. I 1 Pr N Bit. Mac. Pen. Met $4.5 $83 000 
Plans $5 00 
DISTRICT N 
Ww. Rosinxson, Dist. Engr., We Lock Pide 
Or FG RC 49-4 Senarat ( j D.L. € Plate $23 000 $415,000 
W.RRI eT Plans $5 00 
SH. ase No. I 
470014 
Osw FAS SH4 New Hav Texas. Pt 2.89 I-Bear With Cor $27 000 $497 000 
Pro}. No. $2 Slab 4 oa Plans $5. 0 
} 4" ( 
Thk 2” W 
DISTRICT No.4 
R. M an, Dist. Er Barce Canal T k ester 1, N.Y 
Orieans & RC 49-5 Lake Pt. 2 iF Sec 7 49 Graded Grave! Dout $13 $229 000 
Monroe FASS 49 S. H. 492 S. H. No. 392 Surf. Trea Plans $10 00 
Clarendon-Monroe ( I 
Pro}. No, $242 
J Dar D wuk Hy East Neck } Bat L. £., N. ¥ 
Br FA CBE 49-2 xpv. ( &A 0.3 Prs. Substru $200,000 $3,345.000 
} { » Horr rt Sy “2 Piane $20 OK 
4 ‘ 1084/2 - 1/9 ‘ _ 
3R8’, 441 9", 469 
Grad. & Stractures 
Quer FA VWE 49 Van Wyck I ssway (Cor 8 Steel Beams, 2 at 50’ $110,000 $1,910,000 
5B) Proj. N &5(10 6 1/2” Steel Beams, 2. Plans $20.00 
at 51’-2 6" Grad 
r i sepe tled I witl ‘ act and onds shall confortr 
the name and of t tra } Visions of the Highway Law, a 
plainly endorsed out et forth in “Instructions te Bidders 
Eact n When optional types are permitted on con 
a I ract wit! federa funds bidders must 
payab order of “State tate ir provided in the proposal 





commis er of Taxation & 
the sum as specified in the 


and the 












of the optional type 
I 1 is predicated 
The right reserved to reject all bids 

3. D. Tallamy, Supt. of PubHe Works 





13, 1949 


January 


Copies | 
|} of all contract documents, including Pro- 


ENGINEERING 





OFFICIAL PROPOSALS 


Bids: January 24, 1949 


(798) 
Widening Bridge Roadway 


THE DELAWARE RIVER JOINT 
COMMISSION 


Sealed bids will be received for Widening 
the Bridge Roadway between Bent 14 near 
Fourth Street, Philadelphia, and Bent 29 
near Fourth Street, Camden on the Bridge 
connecting the cities of Philadelphia, Penn- 
sylvania and Camden, New Jersey, to be 
identified as Contract No. 4, at the office of 
the Secretary of The Delaware’ River 
Joint Commission, Administration Building 
Bridge Plaza, Camden, New Jersey, until 
1:30 P. M. Eastern Standard Time, Monday 
January 24, 1949 and then and there wil 
be publicly opened and read 

A more complete description of the work 
and full information for bidders are given 
in the Contract Documents and Specifica 
tions for this contract, which may be ob 
tained upon a deposit of $10.00 which will 
be remitted upon receipt of bid or the 
return in good condition of the copies so 
taken within thirty days after the opening 
of bids 

Each proposal must be accompanied by 
a certified or cashier's check in the sum 
of $100,000.00 payable to The Delaware 
River Joint Commission and drawn upon a 
national or state bank or trust company 
having an office either in Philadelphia, 
Pennsylvania or Camden, New Jersey and 
the Surety’s consent must be shown. The 
bidder to whom the contract is awarded 
will be required to furnish a Performance 
and Labor and Materialmen’s Bond in the 
sum of 100 percent 

The Commission will afford prospective 
bidders an opportunity to inspect the work 
to be done 

The right is reserved to reject any or all 
bids 





THE DELAWARE RIVER JOINT 
COMMISSION 

JOSEPH K. COSTELLO 

I TARY 





Bids: January 24, 1949 


New Roadway Lighting System 
THE DELAWARE RIVER JOINT 
COMMISSION 





Sealed bids will be received for New 





Roadway Lighting System, to be identi 
fied as Contract No at the office of 
the Secretary of The Delaware River 


Joint Commission, Administration Building 
Bridge Plaza, Camden, New Jersey, until 
1:30 P. M Eastern Standard Time, Mon 
day, January 1949 and then and there 
will be publi opened and read 

A more complete description of the work 
and full information for bidders are giver 
in the Contract Documents and Specifica 
tiohs for this contract, which may be 
obtained upon a deposit of $10.00 .which 
will be remitted upon receipt of bid or the 
return in good condition of the copies so 
taken within thirty days after the opening 
of bids 

Each proposal must be accompanied by a 
certified or cashier's check in the sum of 
$20,000.00 payable to The Delaware River 
Joint Commission and drawn upon a' na 
tional or state bank or trust company 
having an _ office either in Philadelphia 
Pennsylvania or Camden, New Jersey and 
the Surety’s consent must be shown. The 
bidder to whom the contract is awarded 
wil equired to furnish a Performance 
ind L vr and Materialmen’s Bond in the 














of 100 percent 


The Commission will afford prospective 
bidders an opportunity to inspect the worl 
t t done 


reserved to reject any or a 


THE DELAWARE RIVER JOINT 
COMMISSION 

JOSEPH K. COSTELLO 

“RETARY 





U. S. Government 


UNITED STATES DEPARTMENT OF 
THE INTERIOR, Bureau « Reclamation 
Sealed bids (Specifications No, 2525) will 

received by Bureau of Reclamation, Den 
er, Colorado, until 2) p.m February 

















194%, and then publicly opened fe fur- 
ni gz one 6§-inch diameter welded-plate 
steel outlet pipe one 32-inch diameter 


welded-plate-steel outlet pipe and one 
‘6-inch diameter welded-plate-steel out 
et pipe for the Bonny Dam outlet work 
St. Francis Unit, Colorado-Kansas, Mis 
suri River Basin Project Delivery is de- 
sired within 250 days. For particulars, ad 
ress the Bureau of Reclamation, Building 
1-A Denver Federal Center, Denver 
Colorad 


MICHAEL W 





STRAUS, Commissioner 


(Continued on page 57) 


NEWS-RECORD 


—— 








OFFICIAL 


PROPOSALS 





(Continued from page 56) 

Bids: January 25, 1949 (806) 

General Construction 
Sealed proposals will be received at the | 
office of the City Purchasing Agent, 4th 
Floor, Mosque Building, Laurel & Main 
Streets, Richmond, Virginia, until but not 
later than 11 o'@lock a. m. January 2 
1949, for grading area adjacent to Admin- | 
istration Building now under construction, | 
concrete apron, concrete sidewalk,  oil- | 
gravel roadways and parking areas, con- 
crete curb, storm sewer manholes and 
catch basins, and concrete roadways located 
at Richard EF. Byrd Flying Field, Rich- 
mond, Virginia. Proposal forms, plans and | 
specifications may be obtained at the De- 
partment of Public Works, 217 Governor | 
Street, Richmond, Virginia, upon deposit of | 


$10.00, which amount will not be refunded | 
unless a bona fide bid is submitted and 
plans and specifications returned in good 
conditior A certified or cashiers check for 
$11,000 or bid bond for $13,200 as stated 
on proposal must accompany each bid as a 
guarantee of execution of contract. Checks 
to be made payable to the City of Rich- 
mond. The contract may be awarded by 
the Purchasing Agent to the lowest respon- 
sible bidder, who shall be determined in 
accordance with rules and regulations gov- 
erning purchases or contracts adopted and 
established by the Council, and in accord- 
ance with and pursuant to Sections 5.09, 
5.11 and 12.07 of the City Charter 

J. W. Huffman 

City Purchasing Agent 
Bids: January 25, 1949 787) 


Repairing 9th Street Bridge 


Richmond, Virginia 


SEALED PROPOSALS WILL BE RE- 
































OFFICIAL PROPOSALS sr | 











Class IT Excavation Cubie Yards | 
Class II Excavation Cubie | 
Class A Concrete Cubic 
Class B Concrete Cubie Yards 
Plain Steel Bars 601,000 Lbs 
Fabricated Structural Steel 135,000 Lbs 
Copies of plans, specifications and other 
contract documents, including cross-sec 
tions, are on file and open to public inspec- 
tion at the offices of the Pennsylvania 
Turnpike Commission located at Harris- 
burg, Pennsylvania, on January 11, 1949 


Copies of cross-sections 
from the Pennsylvania 
sion for the sum of 
per set 

Specifications 
exclusive of cross-sections, 
tained from the Commission upon deposit 
of Ten Dollars ($10.00) for each set, such 
deposits to be refunded in full to any actual 
bidder upon return of such documents in 
good condition within five (5) days after 
the date of the opening of the hids Xe 
fund will be made for all plans, contract 
documents and cross-sections returned, if 
the project is withdrawn from letting by 
the Pennsylvania Turnpike Commission 
Remittances are payable to the Pennsy 
vania Turnpike Commission and must ac- 
company requests for drawings, specifica 
tions and cross-sections 


may be 
Turnpike 
Fifty Dollars 


purchased 
Commis- 


($50.00) 


and contract documents 


may be ob- 





The character and amount of bid security 
to be furnished by bidder is stated in the 
Instructions to Bidders 

No bids may be withdrawn for thirty 
(30) days after the scheduled closing time 
for receipt of bids 


PENNSYLVANIA TU 
COMMISSION 
James F. T« 
Secretary 
Pennsylvania 


RNPIKE 
rrance 


and Treasure 
Harrisburg, 













































December 30 948 
CEIVED AT THE OFFICE OF THE CITY : a 
PURCHASING AGENT, 4TH FLOOR, sids: January 27, 1949 (209) 
MOSQUE BUILDING, LAUREL & MAIN 
STREETS, RICHMOND, VIRGINIA, UN State Road Work 
TIL BUT NOT LATER THAN 11 ‘TATE OF NEW JERSEY 
O'CLOCK, A. M. January 25, 1949 for the STAT] HIGHWAY DEPARTMENT 
furnishing of materials and labor for re- | NN he TON 
pairing 9TH STRE BRIDGE over James NOTICE IBY GIV rE N that sealed 
River, Richmond, Virginia” bids will be received by ate Highway 
Form of Proposal, Plans and Specifica- | Commissioner for 
tions may be obtained upon application to | ROUTE 4 PARKWAY, SECTION 1B 
the Director of Public Works, 217 Governor Construction of Bridge and Approaches 
Street, Richmond, Virginia at Route 100 and Main Street. on Rout 
A charge of $5.00 will be made for these 4 Parkway, Section As in Woodbridge 
plans, ete., whieh sum will not be refunded Township, Middle sex County Federa 
inless a bona fide bid is submitted, and the Project No. U-188(8). Length 0.084 
plans, - returned euitt tetas 
A =RTIFIED OR CASHIER'S CHECK amMatec . 
tena to the City of Richmond for the ten Roa : 
amount stated ($6,000.00) on proposals . yds -xcavat 
must accompany each bid as a guaranty of OR. ae 1 e , 
execution of contract. A BIDDER'S BOND 100 ; Peale —— ; 
for $7,200.00) will be accepted in lieu of a o yas . Macada I 
ertified or cashier's check 400 so. va Pin Ty 
contract may be awarded by the pur- 4 © Gaieien tei 
gz agent to the lowest responsible ~<a ie rear ‘ s 
bidder, who all be determined in accord- ; ! 
ance with r and regulations governing hilar M 
purchases or contracts adopted and estab- damned 
lished by the council, and in accordance mn toes ‘ 
with and pursuant to sections 5.09, 5.11 and a aes 
12.07 of the city charter 7 Struc 
J. W. Huffman GS 
City Purchasing Agent Rid autwed } 
Bids: January 24, 1 (805) icp Dep 
Construction of tion. Drainage \"""; ex. Tr 
and Structures of Turnpike ee ASTI 
PENNSYLVANIA TURNPIKE fade - 
COMMISSION ia ay 
Harrisburg, Pennsylvania ect t er t 
NOTICE TO BIDDERS ad coords fF 
Sealed yroposal Ww he received Db the p ilifieat g 
thee Pennsvivania Turnpike Cc mi or ; lopted \ ( 
thre } t} Chairmar Ridder : 
Stree Harrisburg , ' 
eon ’ lipment 
ith ’ prone 
tely be tal uth 
U'tilit Hearing f th vised Statutes 
t 7 Harri e ipplements and by Sec 
1, and immediately publ vy opened and ¥ 21. 78th Congress and i 
! oud, for the following contract be perforr ed in accordance vith the 
} ‘ truction of grading, drainé necial provisions and requirements of the 
nd structure f Turnpike Section 23B,] Pederal Wor Agency, Publie Roads Ad 
nart of the Philadelphia Pextension in ministration, a outlined in the pecifica- 
Londondery and Conewago To iships, tions whict rovis require that ibor 
Daupl Co ft and South Londonderry he emploved from <« furnished v the 
Towns! Lebanon County, Commonwealth ate Employment Service, Cor. Maple and 
‘ vivania This section being situ avette Streets. Pertl Ambov. N. J The 
follows attention of bidde s directed to the snecia 
’ g at a point 6.21 n South- provisions covering subletting or assigning 
east of the inncture of Traffic vute 341 the contract The minimum wage paid to 
ind = Townshin Road 566 Londonderry all unskilled labor employed on this con 
Township at Station 470 63.88 (Dauphin tract shall be 65¢ per hour The minimun 
County) thence in a Easterly direct to wage paid to all intermediate rade of 
a point near the Dauphin-Lebanon County labor employed on nis contract shall be 
ine Station 9 12 (Lebanon County) The per hour The minimum wage paid 
distar f 4.31 n to all skilled labor employed on this con- 
Approximate ouwntities of the principal tract shall be $1.25 ner h 
tems are as follows Drawings pecifications form of hid 
GINEERING NEWS-RECORD e¢ January 13, 1949 
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contract and bond for the proposed work 
are on file in the office of the State High- 
way Department, Trenton, N. J., and may 
be inspected by prospective bidders during 
office hours. Plans will be furnished on 
a deposit of Ten Dollars ($10.00) for each 
set of plans upon application to A. Lee 
Grover, Chief Clerk, State Highway De- 
partment, Room 102, State House Annex, 
Trenton, N. J. Bids must be made upon 
the standard proposal forms in the man- 
ner designated in the standard State High- 
way specifications and must be enclosed in 
sealed special addressed envelopes bearing 
the name and address of the bidder and 
work bid upon on the outside, and must be 
accompanied by a_ certified check drawn to 
the order of the Treasurer of the State of 
New Jersey for not less than ten percent 
(10%) of the amount of the bid, provided 


that the 
than $500.00 nor 


n 
b 
d 
p 


T 
bids 


bids 
c 


I 


way, employing nderground = series 
lighting circuit 
The principal items of nstruction are 
I_ timated 
245 lard 
’ orme 
51,000 \ Armored ¢ ‘ 
900 R & L Cable 
‘000 gz & Backfil 
50.000 it Neoprene Cal 
10 ne W. I. Pipe 
Bid ill be received at the 
" if hwa Department 
! Annex, Trenton 
n i ary 27 49, at 
ever lock A.M EASTERN 
S “ANDAR D TIME) 1 wi ‘ pened 
read immediate her r 
receipt at g of bids is 
ect to the proper juali ition of the 
1 accorda provisions of 
! pr ilifiea ‘ dsthe egula- 
nted t Highway Con 
one Prea f tio in a ippre 
priate ’ by r Divisio f State 
‘ ronment w } ialifying 
lder ' ‘ 
Drawit for of lid 
t et ‘ 1 ber ‘ » ed wort 
; ; < the State Higl 
\ D> t 1 New Jersey and 
nspected rospective bidde 
jurir oft hon ns wil e fur 
ed dey n Doll: £10.00 
o et « application to 
A. Lee Gre r. ¢ State Highway 
Departme Root ' State Hou An 
nex, Trentor N. J Bids must he made 
the tandard roposa form in tt 
unner designated in the undard State 
hway specific ind must be en- 
ane in sealed special addressed envelones 
airing the name nd address of the hb 
der and work bid I n the outside, and 
must he accompa! by a certified check 
drawn to the o r of the Treasurer of the 
State of New Jersey for not less than ten 
(19%) of the amount the bid, provided 
that the said certified check shall not be 
| less than $500.00 nor more than $20,000.00 
i} and must be delivered at the above place 
1 on or before the hour med. Copies of the 
| st@ndard vronosal ind special ad- 
| dressed envelopes w be furnished on ap- 
| plication. Bids not enc losed in sealed special 
| addressed envelope will be oneidered ir 
| formal and will not be onened. The right is 
erved to reiect any or all hids 
Signed Snencer Miller, Jr 
State Highway Commissioner 






OFFICIAL PROPOSALS 

















































































































































said certified check shall not be less 
more than $20,000.00 and 
1ust be delivered at the above place on or 
efore the hour named Copies of the 
tandard proposal forms and special ad- 
ressed envelopes will be furnished on ap- 
lication Bids not enclosed in sealed 
pecial addressed envelopes will be con- 
idered informal and will not opened 
he right is reserved to reject or all 


any 





er Miller 
State Highway 


January 27, 1949 
Bridge 
OF NEW J 
HIGHWAY DEI 
TRENTON 
NOTICE 1S HEREBY GIVEN 
will be received bb State 
ommissioner for 
ROUTE 25, SECTION 34E, 
BRIDGE APPROACH 
Construction of Bridge 
proach Lighting System, 
tion 34E, from Pulaski 
Street in the City of 
County The work cons sts of 
ing and installing a iighting 
composed of two hundred fifty 
(253) highway lighting units, together 
with lighting on under-decks of nine 
(9) bridges and of a pedestrian walk- 


Signed Jr 


Commissioner 


:Spen 


sids (S08) 


STATE 


EI 
STATE ; 











that sealed 
Highway 


BRIDGE 
LIGHTING 
and Bridge Ap- 
Route 25, See- 
Skyway to Port 
Newark, Essex 
furnish 
system 
three 


€ 
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EMPLOYMENT e¢ BUSINESS ¢ 


UNDISPLAYED RATE: 

(Net avatiadle fur equipment advertising) 
$1.20 cents a line, minimum 4 lines. To tigure 
advance payment count 5 average words as 
@ line. 

POSITIONS WANTED (full or part-time Indi- 
vidual salaried employment only). Y the 
above rates, payable in advance. 
PROPOSALS, $1.00 a line an insertion 


NEW ADVERTISEMENTS received by January 18th appear in January 


OPPORTUNITIES 


INFORMATION: 
BOX NUMBERS care publication New York, 
Chicago or San Francisco offices count as 1 
line additional in undisplayed ads. 


DISCOUNT of 10% if full payment is made in 


e EQUIPMENT—USED or RESALE 


DISPLAYED—RATE PER INCH: 
The advertising rate is $11.50 per inch for all 
advertising appearing on other than a con- 
tract basis. Contract rates quoted on request. 


AN ADVERTISING INCH is measured % inch 


advance for four consecutive insertions of vertically on one column, 3 columns—30 inches 
undisplayed ads (not including proposals). —to a page. E.N.R. 
27th issue subject to limitations of space available 






















EXPERIENCED 
SUPERVISORY 
ENGINEERS 


SOUTH AMERICA 


A large integrated oil company 
needs experienced supervisory and 
staff engineers of the following 
categories in Venezuela. 


SENIOR AND SUPERVISORY 
ENGINEERS. 


10 to 20 years rounded experience in 
Civil, Electrical or Mechanical Engineer- 
ing to perform staff engineering studies 
or to supervise design, estimating, and 
construction of townsites, public utilities 
and oil field industrial installations 

* * & 


Retirement Plan, paid vacation, 
Career opportunity 


P-7406 Engineering News Record 
230 W. 42nd St., New York 18, N. ¥ 





PERMANENT POSITION 


with growing future with well-financed 
distributor new equipment line for man 
25-45 with experience in sales of equip- 
ment to highway construction contractors, 
local governments, airport builders, 
Need not be graduate engineer. Knowl 
edge of northeastern states preferred. 
Please give complete details of experi 
ence and salary need in first letter to: 


HERBERT M. PETZOLD 
Fifth Avenue 


etc. 


Owego, New York 


ENGINEERS WANTED 


Architectural, Civil and Other Specialties 
are urgently needed by the City of Detroit 
to prepare plans, specifications and draw 
ings and to supervise and inspect con 
struction on a wide variety of municipal 
projects. Salary ranges from $3139 
$5048 a year for a 40 hour week. 

information address the 


DETROIT CIVIL SERVICE 
COMMISSION 
15th Floor, Water Board Building, 
Detroit 26, Michigan 


to 
For 





IO 











WANTED 


2 Structural 
detailer—checkers 


Permanent jobs for good men with experi- 
ence in all types of bridge and build- 


ing work. 


Moving expenses will be paid by the Com- 


pany to men who qualify. 


Apply by letter giving resume of experi- 


ence, also salary desired. 


PAXTON & VIERLING IRON WORKS 
P.O. BOX 1085 


BUILDING ESTIMATOR 
WANTED 


e and ability. Must be 
man hours, and uni 
ry. and 

nings will be 

produce estin 
s in competitit 
rtunity will be given t 
receive a drawing a 
rofit. State minimur 
plete details in con 
Men whe 

5 are request 





WALTER W. OEFLEIN, INC. 
5345 N. HOPKINS STREET 
MILWAUKEE 9, WIS. 





OMAHA, NEB. 


carpentry 


cannot 
«l not 
n replying to this 


PAVING 
SUPERINTENDENT 


EXPERIENCED 


Excellent opportunity to become general 
superintendent for large construction com- 


pany. Permanent position and location. 


Furnish all details—Age, experience, 
erences, salary, education. 


ref- 


P-7598, Engineering 
) West 42nd Street 


News-Record 
New York 18, N. Y 





WANTED—Mechanical and Structural Engineers 
For designing and detailing work on concrete rein- 
fercement, structural steel and hangar door con- 
struction. Requirements are three to four years 
practical experience or recent graduation from 
technical school Desirable working conditions 
and opportunities for advancement. These openings 
are with a nationally known steel fabricating com- 
pany. located in eastern Ohio. Applicants will 
please submit a record of their qualifications. 


P-3731, Eng. N-R, 520 N. Mich. Ave, Chicago 


SUPERINTENDENT WANTED 


By Contractor in New York area. Must be experi- 
enced in both building and heavy construction work 
Immediate job is one of about three years duration, 


located in the Great Lakes area, but the right man 


can count on continuous employment. Must have 
good record with reputable contractors in order to 
be considered for this opening. 
P. 7461 Enginee 
OW, 42nd st. N 


Reeord 
k 18, N.Y 


ing News 
ew Yo 











When Writing 








ments 
“| Proper Enenpaeatine 


Your Ad 


Provide an indexing or sub- 
a ject word. 


Write it as the first word of 
your ad. 


If it is a Position Wanted or 
Position Vacant ad, make the 
first word the kind of posi- 
tion sought or offered. 

This will 


assure proper clas 


sification in the column 

The right is reserved to re- 
revise or properly clas 
all Want Advertise 


ject, 


sify 


INCVEASE the posstbi 


Prompt esd 





REPLIES (Bor N 4ddreas to office nearest you 
NEW YORK t30 W ,2nd St. (18) 
CHICAGO 0 N. Michigan Are 11) 
SAN FRANCISCO Gs Post St 5 
“CIVIL SERVICE 
I lL. ENGINEER iss ‘ =. de 
t stru K ks s are 
s t rb es and ‘ ad 
8 er ance sala $ ® per montl 
o $4 Ap} s mus have 
= ca irs vt ne 
x st ay ter 
j s a ¥ x exper ce 
M 1 ve 45. ¢ 1 service s Gor 
e ¢ Ww ( s ( 
niss Ha M 4 ‘ nee 
4 s 
VANTEI 
ints a 
s st = jua t s 
a 
I neer uw Ne } 1 
VANTEI X I ED 8S De 
= s 8 & Va I 
\ Y k, N. ¥ 
UCTURAL DESIGNEI l sua ppo 
r x ‘ les er a 
highwa and istria 
u 4 ei K & £ re 
( 1 t s P-7eé 
Ene gz News-} 
VANTED: EXPERIENCED st tl oat 
is i signers. Se es ‘ & Va 
Park Avenue N York, N.Y 
(Continued on opposite page) 
January 13, 1949 
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AVAILABLE 
SUPERINTENDENT or ASSISTANT SUPT. 
sapartiaes 
fineries 


Civil Enginee S years of age, long 
in heavy construction such as, oil re 
chemical plan industrial buildings, 
airports and Military Bases, dams and flood contro 
projects, and mass concrete Know Government 
requirements Have worked both foreign and 
domestic 

PW-7677, Engineering News-Record 

West 42nd Street, New York 18, N. Y 














POSITIONS VACANT 


(Continued from opposite page) 


WANTED—STRUCTURAL Engineer. 
of gxning simple structures in 
nforced concrete. Applicant must 

eral years of experience 

position ‘ « det 


available RP 7608 


Capable 
and 
have sev 
Opportunity for top 
l salary and 
ews-Record 





steel 





date 


SEWER FOREMAN, for work in the Borough 









st Queens, N_Y- Must ability to carry 
out jot Kiven necessary n al and tools 
be able to organize good gang and g 
re Top wages for right man. P- 





eering News-Record 


FOUNDATION FOREMAN for work on 1 story 





houses in Borough of Queens, N.Y. Must 
have ability to organize own gang iiven full 
iuthority over men Top wages for ht mar 





P-767 Engineering News-Record 


WANTED 


operating 


ESTIMATOR for general Contracto 


n eastern seaboard Must be wel 





skilled quantity take-off of all items except 
mechanical Chance for advancement ané¢ 
earning interest in business for right man 

full particulars and es. P-7692 
neering News-Record 


POSITIONS WANTED 





connection 
engineering 
auditor 


AUDITOR 


x 


ACCOUNTANT seeks 


table construction or 








' years as ac 














‘ ountant 

accountant, chief auditor, office mar r 
und assistant project controller all classes co 
atructior Experienced or large amd small 
p jects joint ventures, cost plus fixed fee 
and subeor Acts. ' ences and bond, loca- 

hatelia Reply PW-7428, Engineer 

ne News-Record 


STRUCTURAL ENGINEER ‘4 desires per 
manent position ir structior 


eng. | am Ref. Prof » 
(iood references PW -7424, 


design or 
(Structural) 


Engineering 





PROJECT MANAGER or Genet 
ent on heavy construction jy n United 
States. Fifteen years experience on both eng 














neering and construction of highways in west 
and middle west Experienced administrator 
Project manager on three million highway 
project past six months. Civil Engineer Ex 
perience neludes construction of docl sea 
walls, and 7 ines. Available about ru 
ary i Presen salary 12,000 PW-748 
Engineering News-Record 


ENGINEER 


EXECUTIVE ability, 
Sales Engineer xperience 
field service heavy steel forn 
plants, concrete mixers and paving 
desires connection with manufacture 
tractor r responsibile capacity 
Enginee & News-Record 


presently 





sales 























CONSTRUCTION SUPERINTENDENT Proj 
t Manager, or Job Superintendent Over 1 
years as such practicall all 
ty s ¢ al, Commercial, an ' 
mer ‘ struc mn work Excellent refe 
ent Availat n Jat 1949 PW-7510 
I x t x Nev Re rd 
BUILDING CONST. Manager; 28 years exper 
ence Thoroughly understands estimating 
I ' sulle “x, purehas supervision 
and office routine, PW-7564, Engineering News 
Record 
CIVIL ENGINEER desires constructior os 
tic West Indies or South America, expe 
t highway and railroad engine neg 
it engineer on power project 1 
? ths, y single and willing 1 0 
Eng ‘ \s-Record 





SPECIFICATIONS WRITER—Graduate Eng 
nes SeVen Years experienc all types 
heavy construction contracts. PW-7604, Eng 


neering News-Record 


YEARS 


dams, foundations 


experience 
sewers, tur 
nels and buildings Also steel sheathing 

p g Will z anywhere PW-7559, FE 
' g News-Record 


SUPERINTENDENT 18 





FORMER CONTRACTOR 


years experience as prime contractor on sewer 


desires position 








a water filtration, industrial and resi- 
construction, also 10 years as superin 
ree and small projects i refer 
neces, available mediate PW Eng 
t ws- Record 





ENGINEERING NEWS-RECOR 


POSITIONS WANTED 


Superintendent 


HARD HITTING Construction 


availal now; age 41 married and 2 chil- 





| dren wrganizer; not afraid of hard work 
can handle men and obtain vod results; go 
} anywhere United States ial ng large 






housing projects, PW 
Record 


7601, E ineering News- 


MECHANICAL ENGINEER 

Prague Technical Unive 
ence, am inte ted in working : 
or Latin America or 
eering News-Record 








Canada 





CIVIL-STRUCTURAL Engineer 
domestic and foreign experience 
Design, construction, power plants 
buildings locks structures, su!lphite 
system Pacific coast preferred 





Engineering News-Record 


STRI 











TURAL ENGINEER college gradu 
ate, registered in N. Y. Th hiv exper 
enced in the design of all phase f steel, timber 
and concrete construction. Eight years indus 
trial plant structures, four years ¢ eral field 






ind office engineering 
wood salary bv r 
change for , 
opportunity f advancement r 
PW-7685e Engineering News-Record 


Presently employed at 
*-mical corporation. De 
of res sibility with 
iffiliation 















ONSTRU( 


perience 


“TION MANAGER 
in fleld and office 





thoroughly ex 


management, est 













mating, purchasing. expediting. eng ng 
architecture, cost accounting and co ruc Y 
methods desires connection with genera ’ 
tractor southern location preferred. PW-7690 


Engineering News-Record 


PART TIME WORK WANTED 
STRUCTURAL DESI 
terial handing equipment desiener 
experience desires part time 
engineer member A.S.M.E 
Engineering News-Record 


iINER and detailer, ma 
22 years 
work Licensed 


PTWW-7491 





WANTED 
ANYTHING within reason tl 
aby F 
be quickly located 
tttention of thousa 


t wanted in the 
neering News-Record can 
through brir ng it to the 
ds of men whose 
| assured because this is the business 
read 





field serve 


nterest is 
paper they 


FOR SALE 


Contracting business, road building, land 
| clearing, excavating, etc. 

Completely equipped with good machinery, 
now operating. 


Write P.O. Box 713 Little River Sta. 
Miami, Fle. 
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FOR SALE 


1—N. W. Shovel, 212 c.y., new Oct. 1946 

1—N. W. Shovel, 12 c.y., new April 1946 

1—P & H Dragline, 1'2 c.y., new June 1948 

1—N. W. Shovel, 34 c.y. Diesel, Backhoe—40’ 
Crane, Dragline, new Aug. 1948 

1—Allis Chalmers Tractor Model HDI9H, new 
May 1948 

5—D W 10’s—used 2500 hours 

1—Caterpillar Auto Patrol +12—9K4626 

1—Caterpillar D8 Angledozer +8R8933 

1—Caterpillar D7 Bulldozer 475988 


WILLIAMS CONSTRUCTION CO. 
Box 145, Middle River, Baltimore 20, Md. 
Phone: Essex 1310 


FOR SALE OR RENT 


Link Belt Truck Crane 


T 90—Secticnal Boom up to 122 ft— 
Back Hoe with High Gantry and Extra Counter 
Weight—Clam Sheli and 3.000 LB. Vulcan Drop 
Hammer with Leads. Used about six months 
FS-7325, Engineering News-Record 
330 West 42nd Street, New York 18, N. Y 


New 1947. 





WANTED 





WANTED 
Rotary kilns: 


Size 11’, 10’, 9’, 8’. 7’ and 6’ dia 
Compeb mills: 
6 and 7’ dia. 


Tube mills: 
5’, 6’ and 7’ dia. 
Jaw crusher: 
rat 
Ball mills: 
7’ in diameter or larger and 8° in length or longer. 
Slurry filters, drum or disc type 
Steel tanks 14’ in dia. x 12° 
longer with 14" or 344" plate 
Bradley Junior Pulverizer. 
W. 7474 Eng ‘ 
520 N. Michigan Ave 


100° or longer. 


to 25’ or 


g News Record 
Chicago 11, Ill 





FOR SALE 
Heavy Construction Co. 


Land Clearing, Road Building, Excavuting 
$30,000.00 in signed contracts 
Inventory value only 


Addressee 2265 S.W. 28th St. 
Miami, Fla. 








FOR RENT 


LORAIN MC-4 MOTO-CRANE 


w/70° Boom, 5 sections prefer long term 
contract. Present loc. Downsville, N. Y. 


J. F. CONCANNON & CO. 
DOWNSVILLE, N. Y. 









FOR SALE 


Insley Shovel K-12 


Buda Diesel Engine. Machine is one year 
old, and used only 3 months of that time 
Std. Shovel. 12 yd. Dipper. New Condition 
REASONABLE 

DAVID J. BENJAMIN 
Hotel Philips Philipsburg, Pa. 








FOR SALE 
NORTHWEST MODEL 25 


Serial =5516—6 Cyl. Wisconsin Gas Engine—Wide 

Cats—45 Ft. Boom—Fairleads—*, Yd. R.H. Page 

Drag Bucket—Excellent Condition—Wil stand the 
| most rigid inspection. Priced reasonable. 


| GENERAL CONSTRUCTION CO. 
Columbus 3, Ohio 


1221 E. Fifth Ave. 





D e January 13, 1949 












WANTED 
2500 Lin. Ft. good used 


7" Road Forms 


Also used Highway Widening Machine 
W-7696, Engineering News-Record 
520 North Michigan Ave Chicago 11, I 


WANTED 


2-Traxson Pipelayers 


(sidebooms) complete for Caterpillar D-6 
or D-7 Tractors. 
A. H. CARLSON 
2119 West 71st St. Chicago, Ill. Republic 7-2700 





WANTED 
ONE STEEL GUY DERRICK 


mast 60 ft.; boom 50 ft. minimum; with 
bull wheel; rig for clamshell and five tons 
at 20°. 


W. 7479 Ey 


gineering News Record 
330 W. 3 


42nd St New York 18, N. ¥ 


WANTED TO BUY 
KOEHRING DUMPTORS 
OR LARGE TRUCKS 


WITH ROCK TYPE DUMP BODIES 


SUSQUEHANNA CRUSHED STONE CORP. 
Kingsley, Pa. 
Telephone — Brooklyn, Pa. 2164 
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IN STOCK—FOR SALE 
FOR 
IMMEDIATE DELIVERY 


NEW PLAIN HOT ROLLED 
ANNEALED MILD STEEL SHEETS 


Approx. 180 Tons—12 Gauge x 36” x 96” 
LOCATED IN NEW YORK 


NEW HOT ROLLED MILD STEEL PLATES 
Approx. 330 Tons—3/16" x 5‘ x 15° 
LOCATED IN NEW YORK 


Approx. 50 Tons—3/16” x 5’ x 20° 
LOCATED IN BALTIMORE 


We warrant all of the above to be new 
prime and mild steel, carbon not exceed- 
ing .12 max. 


FABRIKANT 


STEEL PRODUCTS, Inc. 


50th Floor—Woolworth Bidg. 
New York 7, N. Y. BEekman 3-3041 


CABLE ADDRESS: FABKANT, New York 
MEMBER: Association of Steel Distributors 


FOR SALE 


1 YD. OSGOOD SHOVEL 


Model 810, new Oct. 48, with Caterpillar 
D13003 engine used 200 hrs. Located East- 
ern Penna. 

F.S. 7401 Engineerirg News aren 

330 W. 42nd St., New York 1 ° Ee 





PIPE 


FOR SALE 


C. |. FLANGE PIPE 
and FITTINGS 


Immediate Delivery—A.W.W.A. Standard 
3—30 inch 90° Bends 

1—30 inch 90° Bend—Long Radius 

1—20” x 20" x 20°°—90° Bend—side outlet 
4—20” x 20’ x 20” Tee 

3—16" x 16” x 16” Tee 

2—20""—45° Bends 

4” - 6" - 8 - 10° - 12" - 14” - 16” - 20” 


24° Pipe 
TAGCO INC. 


111 Front Street - Hempstead, L. I., N. Y. 
Hempstead 2-5535 or 2-8857 


NEW PIPE FOR SALE 
10,000° 20” Electric Welded ('/4’") 


3,000° 24” Seamless (72° ) 


FS 7463, 
Wes is New. ¥ 


FOR SALE 
IMMEDIATE DELIVERY 


Cast Iron Water Pipe & Fittings 
150 - Ib. pressure—B&S A.W.W.A. STANDARD 


NEW PIPE—4-inch 10-inch 
= — 12-inch 
ch 
RECONDITIONED —12- inch 
16-inch 
20-inch 
24-inch 
VALVES—AIl sizes—New and Reconditioned 
FLANGED PIPE— 6-inch New 
8-inch New 
10-inch New 


12-inch. Reconditioned 
i4-inch Reconditioned 
C.l Saree PIPE FITTINGS—All kinds and 


sore. PIPE—trom 2 inch to 15 inch and Fittings. 


immediate delivery 


TAGCO, INC. 
{it Front St 
Hempstead 2-5535-8857 


ov 





Hempstead, L. I., N. Y. 


SHOVELS 
AND 
CRANES 


4500 Manitowoc Dragline (4 mos.), 54-B 
Bucyrus Erie Hi-Lift (4 mos.), 54-B 
Bucyrus-Erie Hi-Front (3 yrs.), 2 Marion 
111M Hi-Front (new), 4 Marion 362 
(1¥c.y.) new, Lima shovels Hi-Fronts 
and Standards both new and used. 
Lorain 820 Dragline (new). 


1—54-B Bucyrus-Erie standard shovel 
front (new), 22-B Bucyrus-Erie full com- 
bination (3 yrs.), Lorain Truck Crane 
Model 40—20 ton (18 Mos.). 


HALL—RAE 


614 Bessemer Bidg. Pittsburgh 22, Pa. 


Lorain TL-20 


Moto-Crane-—Half Yard 
Shovel—Clamshell Crane 
50 Ft. Boom 


] year old—same as new 


D. C. ELPHINSTONE, INC. 
115 S. Calvert Street 
BALTIMORE 2, MARYLAND 





SALE or RENT 


3-27FD REAR DUMP 
EUCLID TRUCKS 


15 Ton—9.7 Struck 
A-1 Condition 


EUCLID MEMPHIS SALES, INC. 
185 E. Butler Avenue 
P. O. Box 2493 


Ph. 8-0491 Memphis, Tenn. 





FOR SALE 


TDS International Tractor w Bucyrus 
Bull Grader 


T6 International Tractor w Bucyrus 
Bulldozer 


Barber-Green Ditcher 44C 

Insley Shovel/Backhoe Combination 
10 Yard Woolridge Scraper 

3 wheel 7 ton roller 


FERGUSON CONSTRUCTION CO. 
137 Boulevard, NE 
Atlanta, Georgia 


FOR SALE 
1—TANK 8 ft. x 17 ft. 
6392 Capacity with 18 inch man hole 
1—TANK 8 ft. x 23 ft. 
8642 Capacity with 18 inch man hole 
Both tanks will comply with underwriters specifi- 
cations for under ground or above ground label. 
H. T. OSBURN & CO., INC. 
631-12th St Franklin, Pa. 


January 13 19049 e@ 












RAILS -ANCLE Bars 
LMT XY 


Write for Regular Bulletins of 
CURRENT LISTINGS 


Complete Range of Sizes 
Always Available 
RAtL DIVISION 


COMMERCIAL METALS 





| structurais, PIPE, 
AB | TUBING, WIRE ROPE, 


mee FERROUS AND NON- 
FERROUS SCRAP 


BOUGHT-SOLD 
LIQUIDATED 


DULIEN STEEL PRODUCTS, Inc 


ar Lda) 
5265 E, Marginal Way « Seattle 8, Wash. - LAnder 6000 


m= —= 
TTT RAIL 
naa STEEL PLATE 





FOR SALE 

1 Lorain Model 75 Diesel 
Powered Combination Shovel 
& Dragline 


McCULLOUGH INDUSTRIES, INC. 
P. O. Box 630 (9-4694) Birmingham 1, Ala. 


FOR SALE 


“Caterpillar” Diesel D8 Tractors & 
LeTourneau Model W Scrapers, com- 
pletely equipped. 

Caterpillar Diesel RD7—74 Inch 
Gauge Tractor 

LeTourneau YR Scraper 

LeTourneau FP Scraper 


All of this equipment is in first class 
operating condition ready to go. 
Write for complete details and prices to: 
BOX +955 
SIOUX FALLS, S. D. 


FOR SALE 


One new 4 wheel tilting type trailer, 
equipped with hydraulic and air systems, 
lights, brakes and 9.00 x 20 HD Firestone 
tires. Has both ball and socket and ring 
hitch. Ideal to move small tractors. Manu- 
factured by C. S. & S. Co. Price $1,000.00 
F.O.B. Carbondale, Illinois. 


One set Pile Driving Leads, Steel, 40 ft. 
long. Price $450.00 F.O.B. Carbondale, 
Illinois. 


E. T. SIMONDS CONSTRUCTION CO., INC. 
Box 356 Carbondale, Illinois 


FOR SALE 
2600 Rounded Point 


SCOOP SHOVELS 


60¢ ea.—on complete lot basis 


MATLOW CORPORATION 


922 Burnet Avenue Syracuse, New York 
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@ SEARCHLIGHT SECTION @ 
FOR SALE AT A RIGHT PRICE: 


1—Sterling Diesel Tandem Tractor with a new H.B. 600 Cummings 
Motor. Tractor completely rebuilt two months ago by Sterling 


Motors. 


1—90 Ton Rogers “I Beam Trailer. 





1—Rogers Low-boy with 80 Ton Drop Deck. 750x18 Tires. 


WANTED: 


1—Model 132 Hanson Shovel Front. 


Write T. J. KILMAIN SALES CO. 


NORTH MT. VERNON AVE., 


UNIONTOWN, PENNA. 


or call Uniontown 5400 


FOR SALE 


20 Tons Belgian flint pebbles 

4’ x 16’ Tube mills (3) 

1 American hammer mill with 125 HP 
direct connected motor 

1 70 HP Marine type diesel engine, same 
as new 

1 3-Drum Ledgerwood steam hoist 

1 3-Drum Bucyrus steam hoist 

All steel dredge boats, scows, tug boats 
and pug boats 

Steel bins, hoppers and tanks 

Fuller-Kinyon pumps 5” and 6” 

6’ x 50° Manitowac Dryer 

1 Yd. and 114 Yd. clam-shell buckets 

4 Wood hoppers ‘ined with steel 

Steel elevators 

B & W Coal pulverizer 

Steel buildings: 20’ x 100’ x 10’, 75‘ x 350° 
and 50’ x 350° 

Two industrial properties in desirable loca- 
tion, water power, railroad and high- 
way, also good labor conditions. 


OLLIE E. LAWRENCE 


BOX 688 
QUINCY, MICHIGAN 





FOR SALE 


One complete 65’ Gantry with 
40’ extension and necessary 
bracing. Direct inquiry to Box 
97, Arabi, La. 


Listing of Main Gantry beams: 


2 Pes. 36° W. F.—2302—65' 
6 Pcs. 18” W. F.—105¢—21' 
6 Pcs. 24” W. F.—1002—65' 
2 Pes. 36°° W. F.—2452—40’ 
12 Pes. Extra Beams 24” W. F.—1002 22’ 


FS-7610, Enxineering News-Record 
330 West 42nd Street, New York 18, N. Y¥ 


FOR SALE 


LINK BELT CRANE 


1% yd. (diesel) 
65’ boom clamshell digging bucket and fairleads. 
Wide cats. Completely overhauled. 
DCAR EXCAVATING CO. 
15 William St., Suite 1514,-N. Y. 5, N. Y. 
Hanover 2-9194 


FOR SALE 
DIESEL POWER PLANT 


Including 
3 DIESEL ENGINES 
GENERATORS & PANEL BOARDS 


FS-7431, Engineering News-Record 
3360 West 42nd Street, New York 18, N. Y 





AVAILABLE IMMEDIATELY 


Two Allis-Chalmers HD 19 tractors 


with Gar Wood CU 2 double drum power con- 
trol units and two Gar Wood Model 524 


scraper wagons. These tractors have worked 
1200 hours and are available immediately for 
purchase or rental. Location is approximately 
100 miles from N c 

F.S. 7416 Eng. N-R, 330 W. 42, N. Y. C. 
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FOR SALE 


LOCATION CANAL ZONE 


i—tine- Meus. Combination Crane & 

orl. 

1—Osgcod—Combination Crane & Shovel. 

1—Marion—2\4-yd. Crane. 

1—Northwest—1}2-yd. Crane. 

2—Lorain Truck Cranes. 

1—Blaw-Knox 3 compartment Bin with 
2-CY Batcher. 

3—27E roe Mixers—Rex & Koehring. 

1 ea Ingersoll-Rand & Chicago Sunemetle 
500 C.F.M. Compressor. 

2—Worthington 315 C.F.M. Compressors. 

lea TD-14 and D6 Bulldozer. 

2ea Nos. 6, 7, 9B-3 & 11B-3 McKiernan- 
Te Pile Hammers. 

2—McKiernan-Terry E-2 Extractors. 

10—6x6 G.M.C. Dumj Trucks. 

Welding Machines, . Vibrators and 

other cellaneous sm: tools and equip- 


ment. 
FRAZIER-DAVIS & 


MacDONALD CONST. CO.’S. 
Box 633—Balboa, CANAL ZONE 


or 

1 East 43rd Street—NEW YORK, N. Y. 
or 

1319 Macklind Ave.—ST. LOUIS, MO. 


FOR SALE OR RENT 
All late models 


Lorain 79 Diesel 114 cy Shovel 
Marion 362 Diesel 114 cy Shovel & Crane 
Northwest 4 Crane & 1 cy Backhoe 
Northwest 25—34 cy Backhoe & Crane 
Lorain 30—'4 cy Shovel, Backhoe & Crane 
Insley K-12 Truck Crane 12 cy, 28’ boom 
Caterpillar D-7 hydraulic and cable bulldozers 
International TD-18 hydraulic bulldozer 
Caterpillar D-4 hydr. bulldozer w/Hyster winch 
ALL CAREFULLY SHOP-REBUILT 
34 cy & 1 cy clamshell & dragline buckets 


BENDIX MACHINERY CO., INC. 
401 Broadway, New York 13, Tel: Canal 6-4693 


TRENCHING MACHINE 


Cleveland Baby Digger, Model 95, with 
trailer on Pneumatic tires. Serial #2395. 


Inquire 
C. F. GILGENBACH 


R. D. #1, Elyria, Ohio 
Phone, Elyria 4-6148 





FOR SALE 


Rex dual drum paver 

Butler Mfg. Co. box car cement Unloader 
Jaeger Concrete Spreader-Finisher 
Cleveland Form Tamper 

Lorain 40 shovel dragline backhoe 

Rubber tired roller 


Electric 12” Horizontal Centrifugal Fair- 
banks Morse Pump 


L. F. COLLIGNON 


916 W. First Street Davenport, lowa 
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PORTABLE HEATER 
SALE vttivery 


Stewart-Warner Portable Powerful 100,000 
BTU Gasoline-Burning Heaters complete 
with Turbine Type Blower and 114 HP. 
Air-Cooled Ball-Bearing Engine. 


PORTABLE SELF-POWERED 
MANY PURPOSE HEATER 


HEATING buildings, shops, sheds, ware- 
houses, manholes, tunnels, buildings un- 
der construction, spot-heating, etc. 


PREHEATING engines,. tractors, trucks, 
equipment, etc. 


THAWING) frozen areas, machinery, 
pipe lines, tanks, etc. 


DRYING plaster, paint, mortar, concrete, 
etc. 


ORIGINAL COST $583.00 


SALE PRICE... .$195.00 


Complete with flexible ducts. 


Send for literature 


PHONE COLLECT—Your Heater Can Be 
Shipped Today. 


BERNSTEIN BROTHERS 


Since 


PUEBLO, COLORADO Phone 8404 


700 TONS 


ALL NEW 
Tractor, Grader 


& Scraper Parts 


Cutting edges of all descriptions 
Full line of track frame assembly 


Rollers—Idlers— 
Sprockets—Chains, etc. 


Also Fair Leads— 
Miscellaneous Parts 


JULIUS 
HEBENSTREIT, INC. 
56-15 S8th Se. Maspeth, L. I. 
Tel. DAvenport 6-1461 
Cable: Habenjul New York 


FOR SALE 
i—Lima Paymaster 
i—Lorain L-41 
{—1'2 cy Osgood, Air controls 
i—Lorain 80 with {'2 cy front end 
2—1%4 C.Y. Lima, air controls 
i—Iinternational 1-6 bulldozer 
3—D-7 Tractors 
i—Austin Western 99M Grader 
i—Austin Western Elevating Grader 
I—H.D. 19 AC Tractor-bulldozer 


FOR RENT 
1—13%4 cy Osgood, Air controls 
i—Lorain Moto Truck Crane 
i—D-8 tractor-Bulldozer 
1—500 Compressor 
2—Wagon Drills 
i—Dust Collector 
4—Read dump Euclid Trucks 
Complete paving and Road equipment. 


TUCKAHOE CONSTRUCTION CO., INC. 
116 Columbus Ave. Tuckahoe 7, N. Y. 
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HYDRANTS 
& VALVES 


And 
Pipe Line 










Accessories 
for 
Water 
Works 
and 
Sewage 
Works 


VALVES: A.W.W.A. type. iron body, bronze 
mounted with double-disc parallel seat or 
solid wedge type. Non-rising stem, outside 
screw and yoke. or with sliding stem and 
lever. Also furnished hydraulically oper- 
ated. Square bottom type operates in any 
position. All rugged and dependable. made 
of best material with highest quality work- 
manship. 


HYDRANTS: Standard A.W.W.A. type ap- 
proved by Underwriters and Factory Mu- 
tuals. Dry top revolving head, easy to 
lubricate. High efficiency because barrel 
diameter not reduced and there are no 
working parts or obstructions in waterway. 
SPECIAL TRAFFIC MODEL is designed to 
yield at ground line under impact, repair 
being simply renewal of breakable bolts and 
breakable coupling on stem. 


M & H PRODUCTS INCLUDE 


FIRE HYDRANTS 
GATE VALVES 
TAPPING VALVES 
WALL CASTINGS 
SPECIAL CASTINGS 
TAPPING SLEEVES 
CHECK VALVES 
FLOOR STANDS 
EXTENSION STEMS 
CUTTING-IN TEES 


SHEAR GATES 
MUD VALVES 
VALVE BOXES 
FLAP VALVES 
SLUDGE SHOES 
FLANGE AND 

FLARE FITTINGS 
FLANGED FITTINGS 
B & S FITTINGS 


Write for Catalogue No. 34 


M & H VALVE 


AND FITTINGS COMPANY 


ANNISTON, ALABAMA 
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DRILLING 
CONTRACTORS 


DIAMOND AND SHOT CORE 
BORINGS — DRY SAMPLE 
BORINGS 


Foundation Testing for Bridges, Dams 
and all Heavy Structures 


Also 


Manufacturers of Diamond and Shot 
Core Drills, Accessories and Equipment 


SPRAGUE & HENWOOD, Inc. 
.cranton, Pa. Dept. E, U. S. A. 


+000 Deneennennpeneggs or reensanaaoenengnnon 


DREDGES 


HYDRAULIC 
@ DIPPER @ 
(CLAMSHELL 


Bolted sectional steel hulls 
for landlocked, inland waters 
If you need a dredge, write us! 
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DESIGNERS AND BUILDERS OF 
DREDGING EQUIPMENT SINCE 1905 
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SS 
> PIPING HANDBOOK 


By SABIN CROCKER, Senior Engineer, Engineer- 





ing Division, The Detroit Edison Company. 
Fourth Edition. 1376 pages, 334 illustrations, 
329 tables, $7.50 

T HIS guide makes available to the engineer, 
lesigner, and contractor data nec ary 


fective use 





neering 4 
power plant 


and gas 


of piping in all its en 
l 


rial applications steam and 





ng, heating and plumbing systems 
g everything from water dis 
aurlic airplanes. Cr 


amentals, materials and design 








systems for 





wi f 1 det 
gives s and dep 


RADIANT HEATING 


By RICHARD W. SHOEMAKER, 
Engineer on Radiant Heating. 306 
illustrations, charts and tables, 

D ETAL ED information on the 

stall 


m of efhcient ra 


Consulting 
pages, 242 
$4.00 


design and in 
liant heating equipment 


bject thoroughly — from a brief out 








f physiological reactions to temperature con 
the basix radiant heat, 
designing, laying out 

heating equipment 
Complete with illustrations 
diagrams, it describes available 
explanations and 





principles of 
step methods for 





applying radiant o all 





pes of buildings. 


and schematic 
rent provides 








mulas 


help you d nd specify system 





any requirements 


CIVIL ENGINEERING 
HANDBOOK 


Edited by LEONARD C, URQUHART 
of Structural Engineering, Cornell 


Professor 
University 


Second Edition. 877 pages, over 900 illustra- 
tions, tables and diagrams, $6.00 
N! \W t a this handbook sents the 
Sete mentals of the various subdivis = wel il 
engineeri r th ng enginee 





MAIL THE COUPON TODAY! 
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1930's . .« the old building of the Minneapolis Star which was fast being 1940 ... the first addition is nearly completed, more than doubling the 
outgrown by the newspaper's increasing needs. size of the older building. 


e Ca an 





1940 (later) . .. the old building has been refaced to meet the attractive 1948 - «. size has again been 
design of the modern addition. of floor space and covering alm 


doubled, providing more than 250,000 sq. ft. 


ast a city biock, 


Architects: Larson and Mclaren, Minneapolis. e Contractor: C. F. Haglin & Sons Inc., Minneapolis. 


DOUBLED AND REDOUBLED WITHIN 10 YEARS 


With almost any building of sound construction, a Lehigh Mortar Cement for the masonry, Lehigh 
good architect and a good contractor, using the right Portland Cement for the concrete. 


materials. can work wonders in modernization. This = 
: eal : ee: Whatever your cement requirements. there are 
was done twice within ten years during which time : : : Cm 
: ape sig ; Lehigh Cements to fit them. Our Service Depart- 
the Minneapolis Star and Tribune carried out a re- : oe 
aie ° ment will be glad to help you with your specific 
building program that developed into one of the ; 


' a i : wroblems. 
finest publishing plants in America. 


: 





ee 





At each stage in the construction of this attractive 


LEHIGH PORTLAND CEMENT COMPANY 
ALLENTOWN, PA.« CHICAGO, Ill.© SPOKANE, WASH 
LEHIGH PORTLAND CEMENT 

iia LEHIGH AIR-ENTRAINING CEMENT 
contractor using the same Lehigh Cements. . . LEHIGH MORTAR CEMENT + LEHIGH EARLY STRENGTH CEMENT 
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gr shear 


building of contrasting black and buff brick, the 
work was done by the same architect and the same 





CONSTRUCTION BUSINESS 


industrial Construction 
in 1948 and 1947 


All Industries 
Process 

Pub. Utilities 
Moch. & Parts 
Miscellaneous 
Foods 

Metals 

Auto Service 
Textile 
Railrood 
Auto Factory 
Wood 
Foundries 
Radio 


Aircraft Foct 


Plant expansion nears 
dollar value record 


Dollar commitments 
dustries for plant expansion in 1945 
were the second highest on record. 
Contracts awarded for industrial build 
ing, as recorded by ENGINEERING 
News-Recorp, totaled $1.095 billion 
(up 27 percent over the 1947 awards 
of $862 million and only 
below the 1946 all-time 
$1.113 billion 

Process industries spent the most 
money for plant expansion, $401 mil- 
lion, or 37 percent more than in 1947. 
Expenditures, however, were still be 
low the postwar high of $499 million 
in 1946. 

Public 


$250 


made by in 


2 percent 
record of 


utilities second with 
million for industrial building 
construction in 1948, doubling the 
amount spent in 1947. The 1948 vol 
ume was the highest ever recorded by 
ENGINEERING News-Recorp. 

Five of the thirteen industries 
classified by Encinrertnc News-Rec 
ORD spent less money for plant expan 
sion in 1948 than in 1947. Among 
industries food plants showed 
the greatest decline, 39 percent. Ait 
craft ftactoric declined 35 percent; 
auto factories, 30 percent; railroad 
shops, 25 percent; and textile plants, 
14 percent 


were 


these 


Steel shipments to exceed 
all previous marks in ‘49 
Shipments of finished steel products 


are expected to reach 68,000,000 tons 
in 1949, 3,000,000 tons or 4.6 percent 


more than the 


all-time record made 


O41 


last year and 7,500,000 tons more 
than average yearly shipments during 
the war. 

‘Tonnage available for fabrication 
for the first quarter of 1949 is 4.3 pet 
cent greater than in the corresponding 
quarter of 1948. Construction will 
thus receive only the same share of 
wailable supplies this year as last. 

Steel scrap supplies are piling up 
is imports rise sharply. Prices have 
come down $2 from quotations prc 
vailing late last summer. 


Building material prices 
continue to decline 


ENGINEERING News-Recorp’s build 
ing material cost component declined 
0.5 percent in December and is now 
2.2 percent below the record peak 
reached last August. A similar trend 
is indicated by the new BLS weekly 
building materials price index—down 
1.4 percent in December and 1.8 per- 
cent from last September's peak. 


Construction labor supply 
showed improvement in ‘48 


Contract construction employment 
was up 15 percent in the first 11 
months of 1948 compared with the 
corresponding period of 1947. The 
1l-month average was 2,205,000, ac 
cording to the Bureau of Labor Statis- 
tics, compared to 1,916,000 in the 
preceding year. 

Ihe number of apprentices em- 
ploved was up 16 percent to a record 
high of 133,250 in 1948, as reported 
by the Bureau of Apprenticeship. 


Report production figures 
for plywood, brick, roofing 


Softwood plywood production in 
October was estimated at 184,860 M 
sq. ft., an increase of two percent over 
September according to the Bureau of 
Production in the first 10 
months of 1948 was 16 percent ahead 

the corresponding 1947 output. 
Log stocks are still increasing, with 
October stocks of 353,443 M ft. up 
15 percent over September stocks. 

Unglazed brick production reached 
1 new postwar peak in October of 599 
million. This was 5 percent more than 
the number produced in the previous 
peak month of August 1948 and 17 
percent greater than production in 
October 1947 

Asphalt roofing shipments in Oc- 
tober totaled 5,719,000 squares, the 
highest for anv month this vear. 


the Census 
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ENR INDEX NUMBERS 
Index Base 100 1913 
49 477.41 
Building Cost Jan. 49 354.91 


1926 
Construction Cost. .Jan 229.49 
191.85 
Volume Dec. 48 304 133 


Av. to 


Activity This Week 


As reported to ENR 


Amount of contracts let 
(Millions of dollars, continental U. 8. only) 

Week of Cumulative 

dan. 18 1949 1948 

1949 (2 (3 7 

wks.) wks.) Chge 
$48.8 
103.4 


Federa $14.6 
State & Mur d8.7 


Total Public 
Total Private 


UL. S. Total $132.5 


Contracts by type of work 
ca — Cumulative 
This 1949 = 1948 
Week (2 (3 le 
wks.) wks.) Chge 
$6.5 $3.6 +175 
11.0 5.7 +189 


€ 


Waterworks. $3.4 
Sewerage 6.1 
Bridges 6.3 
Highways 
Earthwork 


"nelassified 


NOTE: Minimum size projects included 
Waterworks and waterway proj- 

cts, $28,000; other public works, $50,000; 
industrial buildings, $68,000; other build- 


ngs, $250,000. 


New capital for construction 
-——_Camulative- 
1949 1948 % 
(2 wks.) (3 wks.) Chge 
NON-FEDERAL $47.3 $118.1 40) 
curities 18.3 74,3 61 
State and Municipal 47.0 ‘s 


FEDERAL 


Corporate Se 


29.0 
Total Capital $47.3 $118.1 
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THE PENTAGON ... with the largest floor area 
of any building in the world, rests on 40,000 
Raymond piles... 


How TIMKEN bearings helped put the 
Brooklyn-Battery tunnel through faster 


AULING an average of 600 
yards of rock a day out of the 
Brooklyn-Battery tunnel is the round- 
the-clock job of 6 Timken" bear- 
ing equipped tunnel locomotives. 
Timken bearings in the wheels 
help these Goodman locomotives 
stay on the job with minimum time 
out for maintenance. They elimi- 
nate breakdowns due to bearings 
and save lubrication time. Dust and 
dirt can’t hurt them because Tim- 
ken tapered roller bearings permit 
the use of closures that keep the 


6 TIMKEN -EQUIPPED GOODMA 
KEEP MUCK ON THE 


dirt out and the lubricant in. 
Due to the line contact between 
rolls and races and positive roll 
alignment, Timken bearings have 
tremendous load-carrying capacity. 
Their true rolling motion and in- 
credibly smooth surface finish en- 
able Timken roller bearings to 
operate freely and frictionlessly. 
Due to their tapered design they 
carry any combination 
and thrust loads. 
Timken bearings are made of 
Timken fine alloy steel and normal- 


of radial 


N LOCOMOTIVES 
MOVE! 


TIMKEN BEARING 


ly last the life of the machine in 
which they are used. 

No other bearing can give you 
all the advantages you get with 
Timken tapered roller bearings. 
Be sure you have them in your min- 
ing equipment. Look for the 
trade-mark “Timken” on every 
bearing. The Timken Roller Bear- 
ing Company, Canton 6, Ohio. 
Cable address: ‘““TIMROSCO”. 


This symbol on a product means 
its bearings are the best 


ais 


CAPACITY RATINGS INCREASED 25%. 


Since Timken bearings were last re-rated some 15 
years ago there has been such a further and constant 
improvement in quality that we are now able to 
a 25% increase in radial and thrust load 
carrying capacity. This may make possible the use of 
smaller bearings with savings in bearing cost, mate- 
rial cost and weight. Engineers will be able to utilize 
the advantages of Timken bearings in more appli 
cations than in the past 


announce 


A new Timken Engineering Journal, now in prepara- 
tion, will give you complete capacity rating tabula- 


tions. For turther assistance, write us today 


NOT JUST A BALL’ ) NOT JUST A ROLLER THE TIMKEN TAPERED ROLLER BEARING TAKES RADIAL AND THRUST LOADS OR ANY COMBINATION 





